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TITLE  6— AGRICULTURAL  CREDIT 

Chapter  III — Farmers  Home  Adminis¬ 
tration,  Department  of  Agriculture 

Subchapicr  E— Account  Strvicing 
[FHA  Instruction  465.11] 

Part  873 — Sccurity  Sekviciho  ahd 
Liquidations;  Farm  Housing  Loans 

Subpart  A — General  Security  Servicing 

GENERAL  SECURITY  SERVICING  OF  FARM 
HOUSING  LOANS 

Subchapter  E,  Title  6,  Code  of  Federal 
Regulations  (13  F.  R.  9449,  14  F.  R.  2435, 
15  F.  R.  3077,  16  F.  R.  7379)  is  amended 
to  add  Subpart  A,  Part  373  to  read  as 
follows: 

Sec. 

373.1  General. 

373.2  Refinancing. 

373.3  Partial  release,  subordination  or 

consent  under  the  terms  of  Farm 
Housing  secvirity  instruments. 

873.4  Actions  which  adversely  affect  secu¬ 

rity. 

873.5  Vacated  farms. 

873.6  Inspections  in  connection  with 

maintenance  of  security  property. 

373.7  Advances  to  protect  security. 

873.8  Death  of  borrower. 

373.9  Sale  of  farm  by  Farm  Housing  bor¬ 

rower. 

373.10  Assignment  of  Farm  Housing  notes 

and  security  Instruments. 

373.11  Compromise,  adjustment,  reduction 

or  cancellation  of  Farm  Housing 
Indebtedness. 

Authohitt:  SS  373.1  to  373.11  issued  under 
sec.  610  (g),  63  Stat.  438;  42  U.  S.  C.  1480 
(g).  Statutory  provisions  Interpreted  or  ap¬ 
plied  are  cited  to  text  in  parentheses. 

§  373.1  General.  Subject  to  the  poli¬ 
cies  and  procedures  prescribed  in  this 
part  and  insofar  as  the  Government’s 
interest  is  concerned: 

(а)  The  State  Director  is  authorized 
to: 

(1)  Approve  the  grant  of  easements 
and  rights-of-way  by  a  borrower. 

(2)  Approve  the  sale  of  all  or  a  por¬ 
tion  of  farm,  or  appurtenance  thereto 
attached. 

(3)  Approve  the  sale  of  water  rights. 

(4)  Approve  the  sale  or  lease  of  min¬ 
eral  rights. 

(5)  Assign,  without  recourse,  notes 
and  security  instruments. 

(б)  Execute  releases,  subordinations, 
and  other  instruments  necessary  in  con¬ 
nection  with  proper  security  servicing. 


(b)  The  State  Director  or  his  delegate 
is  authorized  to: 

(1)  Determine  when  it  appears  that 
a  borrower  can  secure  refinancing  credit 
and  require  refinancing  when  other 
acceptable  credit  is  available. 

(2)  Execute  a  lease  or  caretaker’s 
agreement  on  behalf  of  a  borrower. 

(3)  Make  or  authorize  the  advance  of 
funds  on  behalf  of  a  borrower,  and 
charge  the  amount  thereof  to  the  bor¬ 
rower’s  Farm  Housing  loan  account. 

(c)  'The  State  Field  Representative  is 
authorized  to: 

(1)  Approve  the  sale  of  timber. 

(2)  Approve  the  use  of  timber,  sand, 
gravel  and  stone,  for  making  necessary 
Improvements  on  the  security  property. 

(3)  Approve  the  sale  of  sand,  gravel, 
stone  and  coal. 

(4)  Approve  the  sale  or  lease  of  naval 
stores. 

(d)  The  County  Supervisor  is  author¬ 
ized  to: 

(1)  Approve  the  saleCs)  of  timber 
when  the  proceeds  of  the  sale(s)  will  not 
exceed  $300  within  the  calendar  year. 

(2)  Approve  the  saleCs)  of  sand, 
gravel,  stone  or  coal  when  the  proceeds 
of  the  saleCs)  will  not  exceed  $300  within 
the  calendar  year. 

(3)  Approve  the  saleCs)  or  lease  of 
naval  stores  when  the  pr<x;eeds  of  the 
saleCs)  or  lease  will  not  exceed  $300 
within  the  calendar  year. 

(Secs.  501,  502  (b),  610  (a),  (b),  (c).  (d), 
(e),  63  Stat.  432,  433,  437;  42  U.  8.  C.  1471, 
1472  (b),  1480  (a),  (b),  (c).  (d).  (e)) 

§  373.2  Refinancing.  Farm  Housing 
borrowers  are  required  upon  request  of 
the  State  Director  or  his  delegate  to  pro¬ 
ceed  with  diligence  to  refinance  the 
balance  of  their  Farm  Housing  indebt¬ 
edness  through  cooperative  or  other 
responsible  private  credit  sources.  The 
County  Supervisor  will  review  all  out¬ 
standing  Farm  Housing  loan  accounts 
Immediately  following  December  31,  and 
in  consultation  with  the  County  Commit¬ 
tee  determine  those  borrowers  who  have 
reduced  their  indebtedness  to  the  extent 
that  they  are  likely  to  be  able  to  obtain 
credit  elsewhere.  The  County  Supervi¬ 
sor  will  request  such  refinancing  when 
he  and  the  County  Committee  determine 
that  the  borrower’s  security  position  and 
debt-paying  ability  indicate  he  is  able  to 
obtain  the  necessary  credit  upon  reason¬ 
able  terms  and  conditions.  Rnal  deter- 

(Contlnued  on  p.  4283) 
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mination  with  respect  to  requiring  a 
borrower  to  refinance  will  be  made  by 
the  State  Director  or  his  delegate.  Ex¬ 
cept  as  specified  herein,  refinancing  will 
be  effected  in  accordance  with  the  poli¬ 
cies  and  procedures  outlined  in  Subpart 
A  of  Part  372  of  this  chapter. 

(Sec.  502  (b),  63  Stat.  433;  42  U.  S.  C. 
1472  (b)) 

§  373.3  Partial  release,  subordination 
or  consent  under  the  terms  of  Farm 
Housing  security  instruments — (a)  Pol¬ 
icies  with  respect  to  transactions  in¬ 
volving  partial  release  or  subordination, 
other  than  subordinations  to  permit  re¬ 
amortization  or  extension  or  prior  liens 
or  to  permit  loans  to  refinance  or  increase 
prior  liens.  The  following  policies  will 
apply  where  partial  release  or  subordina¬ 
tion  of  the  security  instrument  is  de¬ 
sired  in  connection  with  the  granting  of 
easements  and  rights-of-way;  the  sale  of 
any  portion  of  the  farm,  or  appurte¬ 
nances  thereto  attached;  the  sale  of  wa¬ 
ter  rights;  the  sale  or  lease  of  sand, 
gravel,  coal,  oil,  gas,  or  other  minerals 
or  mineral  rights;  the  sale  or  lease  of 
naval  stores ;  and,  the  cutting  and  sale  of 
timber. 

(1)  In  those  cases  where  there  are 
prior  lien  holders,  the  County  Supervisor 
will  advise  the  borrower  that  he  must  fur¬ 
nish  at  the  time  application  is  made  for 
release  or  subordination  of  the  Govern¬ 
ment’s  lien,  a  conformed  copy  of  the  prior 
lien  holder’s  executed  agreement (s)  to 
release  or  subordinate,  showing  the  terms 
thereof.  The  copy  of  such  agreement(s) 
will  be  attached  to  the  original  of  Form 
PHA-696  and  will  be  processed  therewith. 

(2)  A  cash  consideration  for  any 
transaction  hereunder  shall  not  be  ac¬ 
cepted  until  the  closing  of  the  transac¬ 
tion.  If  the  prospective  purchaser  or 
lessee  tenders  funds  with  his  offer  to  pur¬ 
chase  or  lease,  such  funds  shall  be  placed 
in  escrow  for  delivery  at  the  closing. 

(3)  'The  "rents  and  profits"  clause  of 
the  Farm  Housing  mortgage  may  be  sub¬ 
ordinated  to  enable  a  borrower  or  his 
tenant  to  obtain  a  crop  loan  when  such 
subordination  is  requested  by  the  crop 
lender  and  such  action  is  in  the  best 
Interest  of  the  Government. 

(4)  Ordinarily,  the  Government  will, 
with  respect  to  its  interest  in  the  security 
property,  execute  partial  releases  or  sub¬ 
ordinations:  Provided,  'That: 

<i)  The  transaction  will  not  adversely 
affect  the  security  interests  of  the  Gov¬ 
ernment. 

(ii)  The  consideration  (monetary  or 
other)  for  any  sale  or  lease  is  adequate. 

(iii)  The  borrower  enters  into  a  satis¬ 
factory  arrangement  with  the  Govern¬ 
ment  with  respect  to  the  disposition  of 
any  proceeds  derived  from  the  trans¬ 
action. 


(iv)  The  proposed  transactions  will 
not  reduce  the  borrower’s  income-pro¬ 
ducing  ability  to  the  extent  that  it  will 
•Jeopardize  his  repayment  of  the  Farm 
Housing  loan. 

(V)  The  borrower  has  obtained  an  ac¬ 
ceptable  agreement  from  the  prior  lien 
holder,  when  the  Government  is  in  the 
junior  lien  position. 

(b)  Policies  with  respect  to  subordi¬ 
nations  to  permit  reamortization  or  ex¬ 
tension  of  prior  liens,  or  to  permit  loans 
to  refinance  or  increase  prior  liens.  The 
following  policies  will  apply  where  sub¬ 
ordination  of  the  security  instrument  is 
desired  in  connection  with  the  reamorti¬ 
zation  or  extension  of  the  prior  lien(s), 
or  in  connection  with  a  loan  to  refinance 
or  increase  the  prior  lien(s)  by  either  the 
prior  lien  holder  or  another  lender  mak¬ 
ing  the  refinancing  loan; 

(1)  In  the  case  of  a  refinancing  loan 
or  the  reamortization  or  extension  of  the 
prior  lien,  where  no  additional  advance 
is  involved,  the  amount  of  the  new  lien 
must  not  be  greater  than  the  unpaid  bal¬ 
ance  of  the  prior  lien(s)  as  of  the  date  of 
the  transaction,  including  the  principal 
and  interest  balances  and  other  unpaid 
advances  made  under  the  prior  lien(s). 
Therefore,  funds  will  not  be  included  in 
refinancing  loans  for  use  by  the  borrower 
in  paying  fees,  purchasing  stock,  and  so 
forth,  in  connection  with  obtaining  the 
refinancing  loan.  Such  costs  must  be 
paid  by  the  borrower  from  personal 
funds. 

(2)  The  borrower  must  be  unable 
to  refinance  the  Fann  Housing  in¬ 
debtedness  on  satisfactory  terms  and 
conditions. 

(3)  ’The  terms  and  conditions  of  the 
refinancing  loan  or  reamortization  or  ex¬ 
tension  of  the  prior  lien  must  be  at  least 
as  favorable  insofar  as  the  borrower’s 
ability  to  repay  the  Farm  Housing  loan 
is  concerned,  as  the  terms  and  condi¬ 
tions  of  the  loan(s)  being  refinanced, 
reamortized,  or  extended. 

(4)  When  the  subordination  is  granted 
to  permit  an  additional  advance,  the  fol- 
low’ing  will  also  be  observed: 

(i)  The  additional  advance  must  be 
necessary  to  finance  land  or  building 
Improvement,  or  the  purchase  of  addi¬ 
tional  land,  which  is  necessary  to  the 
successful  operation  of  the  farm  and  the 
repayment  of  the  Farm  Housing  loan. 

(ii)  The  proposed  improvements  or 
land  purchase  when  completed  must  in¬ 
crease  the  value  of  the  security  property 
by  an  amount  at  least  equal  to  the  addi¬ 
tional  advance. 

(c)  Disposition  of  proceeds  from  sales 
or  leases.  Based  upon  the  circum¬ 
stances  surrounding  the  case  and  the 
nature  of  the  transaction,  proceeds  de¬ 
rived  from  the  sale  or  lease  of  the  secu¬ 
rity  property  will  be  applied  on  the  prior 
lien  account(s) ;  applied  on  the  Farm 
Housing  loan  account;  used  to  accom¬ 
plish  approved  farm  development  or  en¬ 
largement  ;  used  sis  a  regular  income ;  or, 
used  to  restore  damages. 

(1)  Use  of  proceeds  to  pay  prior  lien 
account(s).  If  there  is  a  prior  lien  ac- 
count(s)  and  the  prior  lien  holder  re¬ 
quests  that  the  proceeds  from  any  sale 
or  lease  be  applied  on  the  prior  lien  ac¬ 
count,  such  consent  will  be  granted.  If, 
however,  the  prior  lien  holder  agrees  to 


a  proration  of  the  proceeds  between  the 
prior  lien  and  the  Farmers  Home  Ad¬ 
ministration,  the  proceeds  allotted  to  the 
Farmers  Home  Administration  may  be 
used  as  provided  in  paragraph  (c)  (2), 
(3),  or  (4),  of  this  section,  based  upon 
the  circumstances  surrounding  the  case 
and  the  nature  of  the  transaction  in¬ 
volved. 

(2)  Use  of  proceeds  as  extra  payment 
on  the  Farm  Housing  loan  account.  For 
the  purpose  of  this  subpart,  the  follow¬ 
ing  transactions  are  considered  as  de¬ 
pleting;  (i)  The  granting  of  easements  or 
rights-of-way,  (ii)  the  sale  of  any  por¬ 
tion  of  the  farm  or  appurtenances 
thereto  attached,  (iii)  the  sale  of  water 
rights,  (iv)  the  sale  of  sand,  gravel,  coal, 
oil.  gas,  or  other  minerals  or  mineral 
rights  (including  royalty  payments  un¬ 
der  oil,  gas,  or  mineral  leases),  (v)  the 
sale  or  lease  of  naval  stores,  and  (vi) 
the  sale  of  timber  cut  on  a  Ixisis  other 
than  a  sustained  yield  plan.  Therefore, 
the  proceeds  derived  from  these  trans¬ 
actions,  if  not  used  to  pay  prior  lien 
indebtedness  in  accordance  with  sub- 
paragraph  ( 1 )  of  this  paragraph,  will  be 
applied  as  an  extra  payment  on  the  Farm 
Housing  loan  account  unless  otherwise 
authorized  by  the  State  Director  as  pro¬ 
vided  in  subparagraph  (3)  of  this  para¬ 
graph.  However,  proceeds  received  in 
connection  with  the  sale  or  lease  of  the 
security  property  which  represent  pay¬ 
ment  for  borrower  labor  or  out-of¬ 
pocket  expense  by  the  borrower  will  be 
considered  as  regular  income  and  may 
be  used  accordingly. 

(3)  Use  of  proceeds  to  accomplish 
farm  development  and  enlargement. 
The  State  Director  may,  with  the  con¬ 
sent  of  the  prior  lien  holder,  if  any, 
authorize  the  use  of  the  proceeds  from 
the  sale  of  the  security  property,  as  re¬ 
ferred  to  in  subparagraph  (2)  of  this 
paragraph,  to  accomplish  farm  develop¬ 
ment  and  enlargement,  provided  appro¬ 
priate  safeguards  are  observed  to  assure 
that  the  fiscal  interests  of  the  Govern¬ 
ment  are  diligently  protected,  and  that 
the  purposes  for  which  the  funds  are  to 
be  used  are  such  as  could  be  accom¬ 
plished  with  the  type  of  Farm  Housing 
loan  obtained  by  the  borrower.  Author¬ 
ity  to  give  the  Government’s  consent  to 
the  sale  of  Farm  Housing  security  and 
use  the  proceeds  for  farm  development 
or  enlargement  will  be  exercised  only  by 
the  State  Director. 

(i)  The  County  Supervisor,  State 
Field  Representative,  and  County  Com¬ 
mittee  will  submit  their  recommenda¬ 
tions  to  the  State  Director  with  respect 
to  the  proposed  sale  of  security  property 
and  the  use  of  all  the  proceeds  for  the 
proposed  farm  development  or  enlarge¬ 
ment,  or  the  use  of  part  of  the  proceeds 
for  such  purposes  and  the  balance  as  a 
payment  on  prior  lien  accounts,  if  any,  or 
as  an  extra  pasmient  on  the  Farm  Hous¬ 
ing  loan  account. 

(ii)  If  the  transaction  is  approved  by 
the  State  Director,  the  proceeds  pro¬ 
posed  for  use  in  farm  development  or 
enlargement  will  be  deposited  in  the  bor¬ 
rower’s  supervised  bank  account  and  dis¬ 
bursed  under  the  same  controls  as  thosa 
governing  Farm  Housing  loan  funds. 

(4)  Use  of  proceeds  as  regular  income. 
For  the  purpose  of  this  subpart,  the  fol- 
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lowing  transactions  are  considered  as 
non -depleting:  An  oil.  gas  and  mineral 
lease,  so  long  as  delay  rentals  are  being 
paid  under  the  lease  (that  is,  prior  to 
production),  and  cutting  of  timber  on 
the  basis  of  a  sustained  yield  plan. 
Therefore,  proceeds  received  as  bonus 
payments  and  delay  rentals  (but  not 
royalties)  and  from  the  sale  of  timber 
cut  on  the  basis  of  a  sustained  yield  plan 
w  ill  be  considered  as  regular  income  and 
may  be  used  accordingly. 

(5)  Use  of  proceeds  to  restore  dam¬ 
ages.  Damage  to  security  property  is 
sometimes  incurred  in  connection  with 
the  carrying  out  of  the  terms  and  con¬ 
ditions  of  an  easement,  right-of-way 
permit,  and  so  forth.  In  this  connec¬ 
tion.  proceeds  received  as  damages  for 
facilities  damaged  or  destroyed,  such  as 
productivity  of  soil,  fences,  farm  roads, 
buildings,  and  so  forth,  may  be  used  by 
the  borrower  to  restore  such  items,  pro¬ 
vided  restoration  of  the  facility  is  neces¬ 
sary  to  the  successful  operation  of  the 
farm.  However,  any  such  proceeds  not 
so  used  will  be  applied  oh  the  prior  lien 
Indebtedness,  if  any,  or  as  an  extra  pay¬ 
ment  on  the  Farm  Housing  loan  account. 

(d)  Preparation  and  processing  of 
Form  FHA-696,  Application  for  Partial 
Release.  Subordination  or  Consent’^ 
When  a  Farm  Housing  borrower  desires 
to  obtain  from  the  (jovernment  a  partial 
release,  subordination  or  consent  under 
the  terms  of  the  Farm  Housing  security 
instrument,  he  will  make  application 
therefor  on  Form  FHA-696. 

(Sec.  510  (b).  63  Stat.  437;  42  U.  8.  C. 
1480  (b)) 

§  373.4  Actions  which  adversely  af¬ 
fect  security.  When  actions  taken  by 
the  borrow’er  or  other  parties,  including 
prior  lien  holders,  which  adversely  affect 
or  may  so  affect  the  Government’s  se¬ 
curity  for  the  indebtedness  on  a  Farm 
Housing  farm  come  to  the  attention  of 
the  County  Supervisor  and  the  circum¬ 
stances  are  such  that  the  County  Super¬ 
visor  cannot  correct  the  situation  with 
the  help  of  the  County  Committee  and 
State  Field  Representative,  such  facts  as 
are  known  or  can  be  discovered  shall  be 
reported  at  once  to  the  State  Director. 
Actions  falling  in  this  class  include  but 
are  not  limited  to  the  unauthorized  cut¬ 
ting  and  removal  of  timber,  encroach¬ 
ment  by  the  occupant  of  the  adjoining 
land,  boundary  line  disputes,  the  filing 
of  an  action  in  court  or  other  action  by 
prior  lien  holders  or  others  which  affect 
the  borrower’s  title  to  the  land,  and 
condemnation  proceedings  seeking  to 
take  all  or  a  part  of  the  fann  for  public 
or  semipublic  use.  The  borrow’er  w’ill 
ordinarily  be  expected  to  represent  his 
own  interests  in  condemnation  suits, 
trespass  cases,  and  other  cases  affecting 
title  to  his  farm. 

(Secs.  502  (b).  510  (d),  63  Stat.  433.  437;  42 
U.  S.  C.  1472  (b),  1480  (d) ) 

§  373.5  Vacated  farms.  Leasing  of  a 
Farm  Housing  farm  or  obtaining  a  care¬ 
taker  on  behalf  of  the  borrower  will  be 
done  only  when  it  is  necessary  to  protect 
the  interest  of  the  Government  and  will 
not  be  used  as  an  alternative  for  or  as  a 
means  of  delaying  prompt  liquidation  of 
the  loan.  Where  that  necessity  arises 

and  the  Government  is  the  junior  lien 
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holder,  the  County  Supervisor  w’ill  as¬ 
certain  whether  or  not  the  prior  lien 
holder (s)  will  take  action  to  lease  or 
place  the  property  under  the  care  of  £k 
caretaker.  If  the  prior  lien  holder  (s) 
refuses  or  fails  to  lease  or  obtain  a  care¬ 
taker.  the  County  Supervisor  will  initiate 
such  action. 

(a)  Lease  of  farm  on  behalf  of  bor~ 
rower.  In  those  cases  where  it  is  neces¬ 
sary  to  lease  on  behalf  of  the  borrower, 
the  following  procedure  w’ill  be  appli¬ 
cable: 

(1)  The  County  Supervisor  will  ar¬ 
range  to  lease  the  farm.  If  concurrence 
of  any  prior  lien  holder  is  necessary  un¬ 
der  the  terms  of  the  prior  lien(s)  or  in 
order  to  insure  the  proposed  lessee  of  ade¬ 
quate  security  of  tenure,  the  County 
Supervisor  will  obtain  such  concurrence 
before  the  lease  is  effected. 

(2)  Rent  proceeds  will  be  applied  on 
the  borrower’s  Farm  Housing  loan  ac¬ 
count  unless  a  prior  lien(s)  exists  and  the 
prior  lien  holder(s)  demands  such  pro¬ 
ceeds  be  applied  on  the  prior  lien  ac- 
count(s).  The  County  Supervisor  will 
issue  Form  FHA-37,  “Receipt  for  Pay¬ 
ment,”  in  the  name  of  the  borrower  and 
W'ill  indicate  on  the  receipt  that  the  funds 
were  derived  from  rents  and  list  the 
name(s)  of  the  lessee(s).  The  County 
Supervisor  will  deliver  an  informal  re¬ 
ceipt  to  the  lessee. 

(3)  Rent  proceeds  will  not  be  used  for 
payment  of  taxes  or  property  insurance 
premiums,  or  maintaining  the  property. 
If  such  expenses  are  not  paid  by  the  bor¬ 
rower  or  prior  lien  holder (s) ,  if  any,  and 
if  the  State  Director  determines  payment 
is  necessary  to  protect  the  interest  of  the 
Government,  they  w’ill  be  paid  by  use  of 
Standard  Form  1034,  “Public  Voucher  for 
Purchase  and  Services  Other  Than  Per¬ 
sonal,”  or  certified  invoice  in  accordance 
witlvthe  applicable  instructions.  Vouch¬ 
ers  or  certified  invoices  processed  to  pay 
such  expenses  w  ill  be  charged  to  the  bor¬ 
rower’s  Farm  Housing  loan  account.  If 
the  lease  provides  that  the  lessee  will 
perform  certain  items  of  maintenance,  it 
W’ill  also  provide  that  he  will  do  so  by  a 
specified  date. 

(b)  Operation  of  farm  under  care¬ 
taker’s  agreement.  If  the  County 
Supervisor  is  unable  to  lease  the  prop¬ 
erty  and  it  is  necessary  for  the  protec¬ 
tion  of  the  Government’s  security  that 
the  property  be  cared  for  pending 
liquidation,  a  caretaker  should  be  ob¬ 
tained  in  accordance  with  instructions 
from  the  State  Director.  In  the  event 
it  is  necessary  to  secure  a  caretaker,  the 
caretaker  will  be  required  to  sign  a 
written  agreement. 

(Secs.  502  (b).  510  (a),  (d).  63  Stat.  433, 
437;  42  U.  S.  C.  1472  (b),  1480  (a),  (d)) 

§  373.6  Inspections  in  connection  with 
maintenance  of  security  property.  The 
County  Supervisor  will  make  an  on-the- 
farm  inspection  of  the  security  property 
at  least  once  during  each  calendar  year. 
In  making  a  property  maintenance  in¬ 
spection,  it  is  desirable  that  the 
borrower  work  closely  w’ith  the  County 
Supervisor,  if  the  borrower  is  present 
w  hen  the  inspection  is  made.  If  the  bor¬ 
row’er  is  not  present,  the  needed  mainte¬ 
nance  should  be  made  known  to  the  op¬ 
erating  tenant  if  there  is  such  tenant. 


When  the  borrow'er  ismot  present  at  the 
time  the  inspection  is  made,  the  County 
Supervisor  will  contact  the  borrower  as 
soon  as  possible  and  discuss  the  needed 
maintenance  with  him.  When  the 
County  Supervisor  is  unable  to  discuss 
the  matter  with  the  borrow’er,  he  will 
advise  him  by  memorandum  of  the 
maintenance  work  that  needs  to  be  per¬ 
formed.  When  a  borrower  fails  to  main¬ 
tain  the  security  property  to  the  extent 
that  the  Government’s  security  position 
is  being  jeopardized,  the  County  Super¬ 
visor  w'ill  so  notify  the  State  Director. 

(Sec.  502  (b),  63  Stat.  433;  42  U.  S.  C.  1472 
(b)) 

§  373.7  Advances  to  protect  security. 
While  title  to  the  property  is  vested  in 
the  borrower,  it  may  become  necessary 
in  order  to  protect  the  Government’s  se¬ 
curity,  to  advance  funds  to  pay  real  es¬ 
tate  taxes,  property  insurance  premiums, 
caretaker’s  expense  or  maintenance  ex- 
pense.  Any  such  advances  will  be  made 
only  upon  authorization  of  the  State 
Director  and  will  be  made  in  accordance 
with  policies  stated  or  referred  to  in  this 
subpart.  All  advances  made  to  protect 
the  Government’s  security  will  be  made 
from  building  loan  allotment  for  the  re¬ 
spective  State  and  such  advances  will  be 
charged  to  the  borrower’s  Farm  Housing 
account. 

(Sec.  502  (b).  63  Stat.  433;  42  U.  S.  C. 
1472  (b)) 

§  373.8  Death  of  borrower.  Upon  the 
death  of  a  Farm  Housing  borrower,  the 
decision  as  to  whether  the  family  will 
continue  to  operate  or  have  the  farm 
operated  and  otherwise  fulfill  the  cove¬ 
nants  of  the  security  instrument,  ordi¬ 
narily  will  be  decided  by  the  surviving 
obligor  (s)  on  the  note.  Ample  time  will 
be  allowed  the  family  within  which  to 
make  this  determination,  unless  the  cir¬ 
cumstances  of  the  particular  case  require 
a  prompt  decision  in  order  to  safeguard 
the  interest  of  the  Government. 

(Sec.  502  (b),  63  Stat.  433;  42  U.  S.  C. 
1472  (b)) 

§  373.9  Sale  of  farm  by  a  Farm  Hous¬ 
ing  borrower.  If  a  section  503  Farm 
Housing  borrower  sells  his  farm,  all  cir¬ 
cumstances  and  information  pertinent 
to  the  case  W’ill  be  furnished  the  National 
OflBce  in  order  that  the  State  Director 
may  be  advised  with  respect  to  the 
method  of  servicing.  If  a  section  502  or 
section  504  Farm  Housing  loan  borrower 
sells  his  farm,  the  case  will  be  handled 
as  outlined  in  the  remainder  of  this  sec¬ 
tion. 

(a)  Loans  for  which  closing  instru¬ 
ments  were  prepared  prior  to  October 
1,  1950.  A  security  instrument  pre¬ 
pared  by  the  representative  of  the  Office 
of  the  Solicitor  prior  to  October  1.  1950, 
does  not  contain  a  covenant  requiring 
that  the  borrower  secure  permission 
from  the  Government  to  sell  the  farm 
covered  by  such  security  instrument. 
Therefore,  w’hen  a  Farm  Housing  bor¬ 
rower  who  has  executed  such  a  security 
instrument  sells  his  farm,  the  following 
will  be  observed: 

(1)  Eligibility  for  assistance.  When 
it  becomes  known  to  the  County  Super¬ 
visor  that  a  Farm  Housing  borrower  has 
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sold  his  farm  subject  to  the  Govern¬ 
ment’s  mortgage,  he  will  contact  the 
purchaser  to  determine  if  the  purchaser 
is  interested  in  entering  into  an  agree¬ 
ment  whereby  he  would  legally  assume 
the  indebtedness  if  found  eligible  for 
assistance  under  Title  V  of  the  Housing 
Act  of  1949.  If  the  purchaser  is  found 
to  be  eligible,  the  County  Supervisor  will 
proceed  in  accordance  with  subpara¬ 
graph  (2)  of  this  paragraph.  If  the 
purchaser  is  not  interested  in  assuming 
the  indebtedness  or  is  found  ineligible 
for  assistance  under  Title  V,  the  County 
Supervisor  will  proceed  as  outlined  in 
subparagraph  (3)  of  this  paragraph. 

(2)  Sale  to  individual  eligible  for  Title 

V  assistance.  When  a  Farm  Housing 
borrower  sells  his  farm  subject  to  the 
Government’s  mortgage,  to  an  indivi¬ 
dual  who  is  eligible  for  assistance  under 
Title  V  of  the  Housing  Act  of  1949,  the 
State  Director  will  authorize  the  County 
Supervisor  to  prepare  and  process  a 
transfer  docket  in  accordance  with  ap¬ 
plicable  Instructions,  if  the  purchaser 
desires  to  enter  into  such  transfer  ar¬ 
rangement.  If  the  purchaser  is  not 
willing  to  enter  into  such  transfer  ar¬ 
rangement,  the  case  will  be  handled  as 
outlined  in  subparagraph  (3)  of  this 
paragraph. 

(3)  Sale  to  individual  not  eligible  for 
Title  V  assistance.  When  a  Farm  Hous¬ 
ing  borrower  sells  his  farm  subject  to  the 
Government’s  mortgage  to  an  individual 
who  is  not  eligible  for  assistance  under 
Title  V  of  the  Housing  Act  of  1949,  the 
Farmers  Home  Administration  will  not 
officially  recognize  the  purchaser  as  be¬ 
ing  the  party  responsible  under  the  se¬ 
curity  instrument.  The  account  will  be 
carried  in  the  name  of  the  borrower  and 
all  correspondence,  notices,  statement  of 
account,  and  so  forth,  will  be  addressed 
to  the  borrower.  Payments,  however, 
may  be  accepted  from  the  purchaser  and 
scheduled  for  application  on  the  account 
of  the  borrower.  In  that  case  the 
County  Supervisor  will  issue  Form  FHA- 
37  in  the  name  of  the  borrower  and 
Indicate  thereon  that  the  remittance  was 
received  from  (Name  of  Purchaser)  for 
application  on  the  borrower’s  Farm 
Housing  loan  account.  The  County 
Supervisor  will  deliver  an  informal  re¬ 
ceipt  to  the  purchaser.  As  long  as  the 
payments  are  kept  current  and  the  prop¬ 
erty  covered  by  the  security  instrument 
is  adequately  maintained,  the  account 
will  be  so  serviced. 

(b)  Loans  for  which  closing  instru¬ 
ments  were  prepared  on  or  after  October 
1,  1950:  Security  instruments  prepared 
by  the  representative  of  the  OfiBce  of  the 
Solicitor  on  or  after  October  1, 1950,  con¬ 
tain  a  covenant  requiring  the  borrower 
to  secure  the  consent  of  the  Government 
to  sell  or  otherwise  dispose  of  property 
covered  by  the  Farm  Housing  loan  se¬ 
curity  instrument.  The  purpose  of  re¬ 
quiring  the  Government’s  consent  is  to 
prevent  the  benefits  of  a  Farm  Housing 
loan  from  accruing  to  a  person  who  is 
not  eligible  for  assistance  under  Title 

V  of  the  Housing  Act  of  1949. 

(1)  Sale  to  an  individual  eligible  for 
Title  V  assistance.  When  a  Farm 
Housing  borrower  requests  permission  to 
sell  his  farm  to  an  individual  eligible  for 
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Title  V  assistance,  and  does  not  propose 
to  pay  the  account  in  full  from  the  pro¬ 
ceeds  thereof,  the  County  Supervisor  will 
endeavor  to  work  out  a  transfer  in  ac¬ 
cordance  with  applicable  instructions 
whereby  the  purchaser  will  assume  the 
obligations  of  the  borrower.  If  such 
transfer  cannot  be  arranged,  the  County 
Supervisor  will  so  notify  the  State  Di¬ 
rector.  Upon  failure  of  the  borrower 
and  prospective  purchaser  to  arrange  for 
such  a  transfer,  the  State  Director  will 
not  approve  the  sale  and  will  demand 
payment  in  full  of  the  borrower’s  in¬ 
debtedness  to  the  Farmers  Home  Ad¬ 
ministration. 

(2)  Sale  to  an  individual  not  eligible 
for  Title  V  assistance.  When  a  Farm 
Housing  borrower  sells  his  farm  to  an 
Individual  not  eligible  for  Title  V  assist¬ 
ance,  payment  in  full  of  the  borrower’s 
indebtedness  to  the  Government  will  be 
required. 

(Sec.  602  (b),  63  Stat.  433;  42  U.  S.  C. 
1472  (b)) 

§  373.10  Assignment  of  Farm  Housing 
notes  and  security  instruments.  There 
will  be  cases  wherein  the  borrower  will 
be  refinancing  his  Farm  Housing  in¬ 
debtedness  and  the  lender  will  request 
assignment  of  the  note(s)  and  security 
instrument  (s)  as  a  condition  to  making 
the  loan.  When  refinancing  is  required 
In  accordance  with  §  373.2,  the  State 
Director  may  assign,  without  recourse, 
the  note(s)  and  security  instrument  (s) 
held  by  the  Farmers  Home  Administra¬ 
tion  evidencing  and  securing  the  Farm 
Housing  loan(s). 

(Secs.  602  (b),  610  (d),  63  Stat.  433,  437;  42 
U.  S.  C.  1472  (b),  1480  (d)) 

§  373.11  Compromise,  adjustment,  re¬ 
duction  or  cancellation  of  Farm  Hous¬ 
ing  indebtedness.  Compromise,  adjust¬ 
ment,  reduction  or  cancellation  of  Farm 
Housing  indebtedness  that  is  not  affected 
in  connection  with  the  transfer  of  the 
property  in  accordance  with  applicable 
Instructions,  or  in  connection  with  vol¬ 
untary  conveyance  of  title  to  the  Gov¬ 
ernment  in  accordance  with  applicable 
Instructions,  will  be  consummated  on 
the  basis  of  the  value  of  the  security 
and  the  borrower’s  ability  to  pay.  Such 
cases  will  be  considered  on  an  individual 
case  basis.  In  no  case  will  the  debt  be 
settled  for  an  amount  less  than  the  value 
of  the  security  or  for  an  amount  less 
than  the  borrower’s  ability  to  pay.  In 
those  cases  where  the  State  Director  is 
of  the  opinion  that  a  basis  for  compro¬ 
mise,  adjustment,  reduction  or  cancella¬ 
tion  exists,  he  will  proceed  to  process 
such  cases  as  prescribed  in  §  372.11  of 
this  chapter. 

(Sec.  510  (c),  (f),  63  Stat.  437,  438;  42  U.  S.  C. 
1480  (c).  (f)) 

[seal]  Dillard  B.  Lasseter, 

Administrator. 

Farmers  Home  Administration. 

April  15,  1952. 

Approved:  May  7, 1952. 

Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.  R.  Doc.  52-5212;  Piled,  May  9,  1952; 

8:45  a.  m.] 
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Chapter  IV — Production  and  Market¬ 
ing  Administration  and  Commodity 
Credit  Corporation^  Department  of 
Agriculture 

Subchapter  C— Loans,  Purchases,  and  Other 
Operations 

[721  (Honey  52)-l;  1952  Honey  Bulletin  1, 
Arndt.  1] 

Part  624 — Honey 

Subpart — 1952  Honey  Price  Support 
Program 

PMA  COMMODITY  OFFICES 

The  regulations  Issued  by  Commodity 
Credit  Corporation  and  the  Production 
and  Marketing  Administration  published 
In  17  F.  R.  3698  containing  the  reouire- 
ments  with  respect  to  the  1952  Honey 
Price  Support  Program  are  hereby 
amended  as  follows: 

'That  portion  of  §  624.326  PMA  Com- 
modity  Offices  containing  the  address  of 
the  New  Orleans  Commodity  Office  is 
hereby  amended  as  follows: 

New  Orleans  16,  Louisiana,  Wlrth  Building, 
120  Marais  Street:  Arkansas,  Alabama,  Flor¬ 
ida,  Georgia,  Louisiana,  Mississippi,  North 
Carolina,  South  Carolina,  Tennessee. 

(Sec.  4.  62  Stat.  1070  as  amended;  15  U.  S.  C. 
Sup.,  714b.  Interprets  or  applies  Sec.  5,  62 
Stat.  1072,  Secs.  201,  401,  63  Stat.  1052,  1054; 
16  D.  S.  C.  Sup.  714c.  7  U.  S.  C.  Sup.,  1446, 
1421) 

Issued  this  7th  day  of  May  1952. 

[seal]  John  H.  Dean, 

Acting  Vice  President, 
Commodity  Credit  Corporation, 

Approved: 

Harold  K.  Hill, 

Acting  President. 

Commodity  Credit  Corporation. 

[F  R.  Doc.  62-5253;  Filed,  May  9,  1952; 
8:54  a.  m.] 

TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  7 — Noncompetitive  Indefinite  Ap¬ 
pointment  of  Former  Employees  and 
Indefinite  Employees  of  Other  Agen¬ 
cies;  AND  Promotion,  Demotion,  and 
Reassignment  of  Indefinite  Employ¬ 
ees 

noncompetitive  indefinite  appointments 

Subdivisions  (ii),  (iii)  and  (iv)  of 
S  7.105  (a)  (2)  are  amended,  and  a  new 
subdivision  (v)  is  added  as  set  out  below. 
As  amended.  §  7.105  (a)  (2)  reads  as 
follows: 

§  7.105  Agency  authority  and  general 
requirements  for  noncompetitive  in¬ 
definite  appointments,  (a)  After  Sep¬ 
tember  1,  1950,  the  employment  non- 
competitively  of  former  Federal  em¬ 
ployees,  and  of  indefinite  employees  of 
other  agencies,  shall  be  by  Indefinite  ap¬ 
pointment.  The  Commission  hereby 
delegates  authority  to  agencies  to  make 
such  indefinite  appointments  subject  to 
the  following  conditions: 

«  «  «  *  • 
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(2)  (I)  Any  former  Federal  employee 
without  competitive  status  may  be  ap. 
pointed  in  a  defense  activity,  provided 
his  former  employment  was  under  an 
indefinite  appointment  during  which  he 
obtained  such  specialized  experience  as 
is  needed  to  perform  the  duties  of  the 
position  to  which  his  appointment  is 
proposed:  Provided,  That  in  making 
such  appointments  agencies  shall  give 
preference  first  to  all  10-point  preference 
applicants,  both  status  and  nonstatus, 
and  second  to  all  5-point  preference  ap¬ 
plicants.  both  status  and  nonstatus,  hav¬ 
ing  such  specialized  experience. 

<ii)  Any  employee  (with  or  without 
competitive  status)  serving  in  a  nonde¬ 
fense  activity  under  indefinite  appoint¬ 
ment  in  a  competitive  position  (or  in  an 
excepted  position  to  which  he  was  ap¬ 
pointed  in  accordance  with  the  Com¬ 
mission’s  regulations  for  the  competitive 
service)  may  be  appointed  in  any  de¬ 
fense  activity.  Any  former  employee 
without  competitive  status  who  last 
served  in  a  nondefense  activity  under  in¬ 
definite  appointment  in  a  competitive 
position  (or  in  an  excepted  position  to 
which  he  was  appointed  in  accordance 
with  the  Commission’s  regulations  for 
the  competitive  service)  may  be  ap¬ 
pointed  in  any  defense  activity  if  he  is 
selected  within  30  days  of  separation. 

(iii)  Any  employee  or  former  em¬ 
ployee  without  competitive  status  who 
last  served  under  indefinite  appointment 
In  a  competitive  position  (or  in  an  ex¬ 
cepted  position  to  which  he  was  ap¬ 
pointed  in  accordance  with  the  Commis¬ 
sion’s  regulations  for  the  competitive 
service)  and  who  has  received  a  notice  of 
separation  because  of  reduction  in  force 
may  be  appointed  in  any  agency  if  he  is 
selected  within  90  days  of  separation  be¬ 
cause  of  reduction  in  force. 

(iv)  Any  former  employee  without  a 
competitive  status  who  entered  the  mil¬ 
itary  service  while  serving  under  an  in¬ 
definite  appointment  in  a  competitive 
position  (or  in  an  excepted  position  to 
which  he  was  appointed  in  accordance 
with  the  Commission’s  regulations  for 
the  competitive  service)  may  be  ap¬ 
pointed  in  any  agency  if  he  is  selected 
within  90  days  after  his  honorable  sepa¬ 
ration  from  the  military  service. 

(V)  Any  employee  or  former  employee 
without  competitive  status  who  last 
served  under  indefinite  appointment  in 
a  competitive  position  (or  in  an  excepted 
position  to  which  he  was  appointed  in 
accordance  with  the  Commission’s  regu¬ 
lations  for  the  competitive  service)  may 
be  appointed  in  any  agency  if  he  is  un¬ 
able  to  move  with  his  office  to  a  different 
locality  and  if  he  is  selected  for  appoint¬ 
ment  after  notification  that  the  office  is 
to  move  but  within  90  days  of  separation 
because  of  inability  to  move  with  his 
office. 

(R.  S.  1753,  sec.  2.  22  Stat.  403;  5  U.  S.  C.  631, 
633) 

United  States  Civil  Serv¬ 
ice  Commission, 

[sEALl  Robert  Ramspeck, 

Chairman. 

[F.  R.  Doc.  Doc.  52-5214;  Filed,  May  9.  1952; 

8:45  a  m  ] 


TITLE  7— AGRICULTURE 

Chapter  IX— Production  and  Mor- 
keting  Administration  (Marketing 
Agreements  and  Orders),  Depart¬ 
ment  of  Agriculture 

(Orange  Reg.  216] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

§  933.577  Orange  Regulation  216 — 
(a)  Findings.  (1)  Pursuant  to  the  mar¬ 
keting  agreement,  as  amended,  and  Or¬ 
der  No.  33,  as  amended  (7  CFR  Part  933) , 
regulating  the  handling  of  oranges, 
grapefruit,  and  tangerines  grown  in  the 
State  of  Florida,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended,  and  upon  the  basis  of  the 
recommendations  of  the  committees 
established  under  the  aforesaid  amended 
marketing  agreement  and  order,  and 
upon  other  available  Information,  it  is 
hereby  found  that  the  limitation  of 
shipments  of  oranges,  as  hereinafter 
provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  betw^een  the  date  when 
information  upon  w’hich  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  act  is  insufficient;  a  reasonable 
time  is  permitted,  under  the  circum¬ 
stances,  for  preparation  for  such  effec¬ 
tive  time;  and  good  cause  exists  for 
making  the  provisions  hereof  effective 
not  later  than  May  12,  1952.  Ship¬ 
ments  of  oranges,  grown  in  the  State  of 
Florida,  have  been  subject  to  regulation 
by  grades  and  sizes,  pursuant  to  the 
amended  marketing  agreement  and 
order,  since  September  15,  1951,  and  will 
so  continue  imtil  May  12,  1952;  the 
recommendation  and  supporting  infor¬ 
mation  for  continued  regulation  subse¬ 
quent  to  May  11  was  promptly  sub¬ 
mitted  to  the  Department  after  an  open 
meeting  of  the  Growers  Administrative 
Committee  on  May  6;  such  meet¬ 
ing  was  held  to  consider  recommenda¬ 
tions  for  regulation,  after  giving  due 
notice  of  such  meeting,  and  interested 
persons  were  afforded  an  opportunity  to 
submit  their  views  at  this  meeting;  the 
provisions  of  this  section,  including  the 
effective  time  hereof,  are  identical  with 
the  aforesaid  recommendation  of  the 
committee,  and  information  concerning 
such  provisions  and  effective  time  has 
been  disseminated  among  handlers  of 
such  oranges;  it  is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  make  this  section  effective  during 
the  period  hereinafter  set  forth  so  as 
to  provide  for  the  continued  regulation 
of  the  handling  of  oranges;  and  com¬ 
pliance  with  this  section  will  not  require 
any  special  preparation  on  the  part  of 


persons  subject  thereto  which  cannot  be 
completed  by  the  effective  time  hereof. 

(b)  Order.  (1)  During  the  period 
begining  at  12:01  a.  m.,  e.  s.  t..  May  12, 
1952,  and  ending  at  12:01  a.  m.,  e.  s.  t, 
May  19,  1952,  no  handler  shall  ship: 

(1)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  I 
which  grade  U.  S.  No.  2  Bright.  U.  S. 
No.  2.  U.  S.  No.  2  Russet.  U.  S.  No.  3.  or 
lower  than  U.  S.  No.  3  grade; 

(ii)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet.  U.  S.  No. 
3,  or  lower  than  U.  S.  No.  3  grade; 

(iii)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  I  or 
in  Regulation  Area  II,  which  are  of  a 
size  larger  than  a  size  that  will  pack  126 
oranges,  packed  in  accordance  with  the 
requirements  of  a  standard  pack  in  a 
standard  nailed  box;  or 

(iv)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  n 
which  grade  U.  S.  No.  2  or  U.  S.  No.  2 
Bright  unless  such  oranges  (a)  are  in  the 
same  container  with  oranges  which 
grade  at  least  U.  S.  No.  1  Russet,  (b)  are 
not  in  excess  of  50  percent,  by  count,  of 
the  number  of  all  oranges  in  such  con¬ 
tainer,  and  (c)  are  of  a  size  not  smaller 
than  a  size  that  will  pack  200  oranges, 
packed  in  accordance  with  the  require¬ 
ments  of  a  standard  pack  in  a  standard 
nailed  box. 

(2)  As  used  in  this  section,  the  term 
“handler,”  “ship,”  ‘‘Regulation  Area  I,” 
“Regulation  Area  II.”  and  “Growers  Ad¬ 
ministrative  Committee”  shall  each  have 
the  same  meaning  as  when  used  in  said 
amended  marketing  agreement  and  or¬ 
der;  and  the  terms  “U.  S.  No.  1  Russet,” 
“U.  S.  No,  2  Bright.”  “U.  S.  No.  2.”  “U.  S. 
No.  2  Russet,”  “U.  S.  No.  3,”  “standard 
pack,”  “container”  and  “standard  nailed 
box”  shall  each  have  the  same  meaning 
as  when  used  in  the  revised  United  States 
Standards  for  Oranges  (7  (TFR  51.192). 

Shipments  of  Temple  oranges  grown  in 
the  State  of  Florida  are  subject  to  the 
provisions  of  Orange  Regulation  215  (7 
CFR  933.574;  17  F.  R.  3227). 

(Sec.  5,  49  Stat.  753,  as  amended;  7  U.  S.  0. 
and  Sup.  608c) 

Done  at  Washington,  D.  C.,  this  8th 
day  of  May  1952. 

j  [seal]  Floyd  F.  Hedlund. 

Acting  Director,  Fruit  and 
Vegetable  Branch,  Produc¬ 
tion  and  Marketing  Adminis¬ 
tration. 

(F.  R.  Doc.  62-5284;  Filed,  May  9,  1952; 

8:54  a.  m.] 


(Grapefruit  Reg.  161] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

LIMITATION  OF  SHIPMENTS 

§  933.578  Grapefruit  Regulation 
161 — (a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  33,  as  amended  (7  CFR  Part 
933),  regulating  the  handling  of  oranges, 
grapefruit,  and  tangerines  growm  in  the 
State  of  Florida,  effective  under  the  ap- 
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plicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended,  and  upon  the  basis  of  the 
recommendations  of  the  committees 
established  under  the  aforesaid  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  found  that  the  limitation  of  ship¬ 
ments  of  grapefruit,  as  hereinafter 
provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice,  en¬ 
gage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication  in 
the  Federal  Register  (60  Stat.  237;  5 
U.  S.  C.  1001  et  seq.)  because  the  time 
Intervening  between  the  date  when  in¬ 
formation  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  insufScient;  a  reasonable 
time  is  permitted,  imder  the  circum¬ 
stances,  for  preparation  for  such  effec¬ 
tive  time;  and  good  cause  exists  for  mak¬ 
ing  the  provisions  hereof  effective  not 
later  than  May  12,  1952.  Shipments  of 
grapefruit  grown  in  the  State  of  Florida, 
have  been  subject  to  regulation  by  grades 
and  sizes,  pursuant  to  the  amended  mar¬ 
keting  agreement  and  order,  since  Sep¬ 
tember  17, 1951,  and  will  so  continue  until 
May  12,  1952;  the  recommendation  and 
supporting  information  for  continued 
regulation  subsequent  to  May  11  was 
promptly  submitted  to  the  Department 
after  an  open  meeting  of  the  Growers 
Administrative  Committee  on  May  6; 
such  meeting  was  held  to  consider 
recommendations  for  regulation,  after 
giving  due  notice  of  such  meeting,  and 
interested  persons  were  afforded  an  op¬ 
portunity  to  submit  their  views  at  this 
meeting;  the  provisions  of  this  section, 
including  the  effective  time  thereof,  are 
identical  with  the  aforesaid  recommen¬ 
dation  of  the  committee,  and  informa¬ 
tion  concerning  such  provisions  and 
effective  time  has  been  disseminated 
among  handlers  of  such  grapefruit;  it  is 
necessary,  in  order  to  effectuate  the  de¬ 
clared  policy  of  the  act,  to  make  this 
section  effective  during  the  period  here¬ 
inafter  set  forth  so  as  to  provide  for  the 
continued  regulation  of  the  handling  of 
grapefruit;  and  compliance  with  this 
section  will  not  require  any  special  prep¬ 
aration  on  the  part  of  persons  subject 
thereto  which  cannot  be  completed  by 
the  effective  time  hereof. 

(b)  Order.  (1)  During  the  period  be¬ 
ginning  at  12:01  a.  m.,  e.  s.  t..  May  12, 
1952,  and  ending  at  12:01  a.  m.,  e.  s.  t.. 
May  19,  1952,  no  handler  shall  ship: 

(i)  Any  grapefruit  of  any  variety, 
grown  in  the  State  of  Florida,  which  do 
not  grade  at  least  U.  S.  No.  2  Russet; 

(ii)  Any  white  seeded  grapefruit, 
grown  in  the  State  of  Florida,  which  do 
not  grade  at  least  U.  S.  No.  1  Russet; 

(iii)  Any  white  seeded  grapefruit, 
grown  in  the  State  of  Florida,  which  are 
of  a  size  smaller  than  a  size  that  will 
pack  80  grapefruit,  packed  in  accord¬ 
ance  with  the  requirements  of  a  stand¬ 
ard  pack,  in  a  standard  nailed  box; 

(iv)  Any  pink  seeded  grapefruit, 
grown  in  the  State  of  Florida,  which  are 


of  a  size  smaller  than  a  size  that  will 
pack  66  grapefruit,  packed  in  accord¬ 
ance  with  the  requirements  of  a  stand¬ 
ard  pack,  in  a  standard  nailed  box; 

(V)  Any  seedless  grapefruit,  grown  in 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  112 
grapefruit,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box; 

(Vi)  Any  white  seedless  grapefruit, 
grown  in  Regulation  Area  I.  which  grade 
U.  S.  No.  2  Bright.  U.  S.  No.  2.  or  U  .S.  No. 
2  Russet,  which  are  of  a  size  larger  than 
a  size  that  will  pack  64  grapefruit, 
packed  in  accordance  with  the  require¬ 
ments  of  ci  standard  pack,  in  a  standard 
nailed  box;  or 

(vii)  Any  white  seedless  grapefruit, 
grown  in  Regulation  Area  II,  which  grade 
U.  S.  No.  2  Bright.  U.  S.  No.  2.  or  U.  S. 
No.  2  Russet,  which  are  of  a  size  larger 
than  a  size  that  will  pack  54  grapefruit, 
packed  in  accordance  with  the  require¬ 
ments  of  a  standard  pack,  in  a  standard 
nailed  box. 

(2)  As  used  in  this  section  “handler,” 
"variety,”  "ship”,  and  “Growers  Admin¬ 
istrative  Committee”  shall  have  the 
same  meaning  as  when  used  in  said 
amended  marketing  agreement  and 
order;  and  "U.  S.  No.  1  Russet,”  “U.  S. 
No.  2  Bright,"  “U.  S.  No.  2,”  “U.  S.  No.  2 
Russet,”  “standard  pack”  and  “standard 
nailed  box”  shall  have  the  same  meaning 
as  when  used  in  the  revised  United 
States  Standards  for  Grapefruit  (7  CFR 
61.191). 

(Sec.  5,  40  Stat.  753,  as  amended;  7  U.  S.  C. 
and  Sup.  608c) 

Done  at  Washington,  D.  C.,  this  8th 
day  of  May  1952. 

[seal]  Floyd  F.  Hedlund, 

Acting  Director,  Fruit  and  Vege¬ 
table  Branch,  Production  and 
Marketing  Administration. 

[F.  R.  Doc.  62-5283;  Piled,  May  9,  1952; 

8:54  a.  m.) 


Part  943 — Milk  in  the  North  Texas 
Marketing  Area 

order  suspending  certain  provisions 

Pursuant  to  the  applicable  provisions 
of  Public  Act  No.  10,  73d  Congress,  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree¬ 
ment  Act  of  1937,  as  amended  (7  U.  S.  C. 
601  et  seq.),  hereinafter  referred  to  as 
the  “act",  and  of  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
North  Texas  marketing  area,  hereinafter 
referred  to  as  the  "order"  it  is  hereby 
found  and  determined  that  §  943.44  (c) 
and  a  certain  provision  of  §  943.44  (e) 
of  the  order  do  not  tend  to  effectuate 
the  declared  policy  of  the  act  with  re¬ 
spect  to  all  milk  subject  to  the  provisions 
of  the  order  from  the  effective  date 
hereof  through  June  30,  1952. 

It  is  hereby  found  and  determined 
that  notice  of  proposed  rule  making  and 
public  procedure  thereon  in  connection 
with  the  issuance  hereof  is  impracticable, 
unnecessary  and  contrary  to  the  public 
interest,  in  that  the  (1)  information 
upon  which  this  action  is  based  did  not 


become  available  in  sufficient  time  for 
such  compliance;  (2)  the  issuance  of 
this  suspension  order  effective  as  set 
forth  below  is  necessary  to  reflect  current 
marketing  conditions  and  to  facilitate, 
promote  and  maintain  the  orderly  mar¬ 
keting  of  milk  produced  for  the  said 
marketing  area;  and  (3)  this  action  will 
immediately  relieve  certain  restrictions 
Imposed  upon  certain  milk  by  the  order. 
The  changes  caused  by  this  suspension 
order  do  not  require  of  persons  affected 
substantial  or  extensive  preparation 
prior  to  its  effective  date. 

It  is  therefore  ordered,  That  the  fol¬ 
lowing  provisions  of  the  order  be  and 
they  are  hereby  suspended  for  the  period 
from  the  effective  date  of  this  order 
through  June  30.  1952,  inclusive: 

(1)  Section  943.44  (c)  in  its  entirety; 
and 

(2)  In  §  943.44  (e)  the  provision,  “lo¬ 
cated  not  more  than  200  miles  distant  by 
shortest  highway  distance  as  determined 
by  the  market  administrator”. 

(Sec.  5,  49  Stat.  753,  as  amended;  7  U.  S.  C. 
and  Sup.,  608c) 

Done  at  Washington,  D.  C.,  this  7th 
day  of  May  1952  to  be  effective  immedi¬ 
ately. 

[seal]  Charles  F.  Brannan, 
Secretary  of  Agriculture. 

(P,  R.  Doc.  62-5219;  Piled,  May  9,  1952; 

8:47  a.  m.) 


(Lemon  Regulation  433,  Arndt.  1] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

B..  Findings.  1.  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  53,  as  amended  (7  CFR  Part 
953),  regulating  the  handling  of  lemons 
grown  in  the  State  of  California  or  in  the 
State  of  Arizona,  effective  under  the 
applicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended,  and  upon  the  basis  of  the  rec¬ 
ommendation  and  information  sub¬ 
mitted  by  the  Lemon  Administrative 
Committee,  established  under  the  said 
amended  marketing  agreement  and 
order,  and  upon  other  available  informa¬ 
tion,  it  is  hereby  found  that  the  limita¬ 
tion  of  the  quantity  of  such  lemons 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

2.  It  is  hereby  further  found  that  it  is 
Impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice 
and  engage  in  public  rule-making  pro¬ 
cedure  (60  Stat.  237;  5  U.  S.  C.  1001  et 
seq.)  because  the  time  intervening  be¬ 
tween  the  date  when  information  upon 
which  this  amendment  is  based  became 
available  and  the  time  when  this  amend¬ 
ment  must  become  effective  in  order  to 
effectuate  the  declared  policy  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  is  insufficient;  and 
this  amendment  relieves  restriction  on 
the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona. 
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b.  Order,  at  amended.  The  provisions 
In  paragraph  (b)  (1)  (li)  of  S  953.540 
(Lemon  Regulation  433,  17  F.  R.  4108) 
are  hereby  amended  to  read  as  follows: 

(ii)  District  2:  600  carloads. 

(Sec.  5,  49  Stat.  753,  as  amended;  7  U.  8.  O. 
and  Sup.  608c) 

Done  at  Washington.  D.  C.,  this  8th 
day  of  May  1952. 

[seal]  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar¬ 
keting  Administration. 

IF.  R.  Doc.  62-5309;  Filed,  May  9.  1952; 
8:53  a.  m.] 


[Lemon  Regulation  434] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

§  953.541  Lemon  Regulation  434. — (a) 
Fiyidmgs.  (1)  Pursuant  to  the  market¬ 
ing  agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR  Part  953; 
14  F.  R.  3612),  regulating  the  handling 
of  lemons  grown  in  the  State  of  Cali¬ 
fornia  or  in  the  State  of  Arizona,  effec¬ 
tive  under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  601 
et  seq.),  and  upon  the  basis  of  the 
recommendation  and  information  sub¬ 
mitted  by  the  Lemon  Administrative 
Committee,  established  under  the  said 
amended  marketing  agreement  and 
order,  and  upon  other  available  informa¬ 
tion,  it  is  hereby  found  that  the  limita¬ 
tion  of  the  quantity  of  such  lemons  which 
may  be  handled,  as  hereinafter  provided, 
will  tend  to  effectuate  the  declared 
policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub¬ 
lic  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  insufficient,  and  a  reason¬ 
able  time  is  permitted,  under  the  circum¬ 
stances,  for  preparation  for  such  effec¬ 
tive  time;  and  good  cause  exists  for 
making  the  provisions  of  this  section  ef¬ 
fective  as  hereinafter  set  forth.  Ship¬ 
ments  of  lemons,  grown  in  the  State  of 
California  or  in  the  State  of  Arizona,  are 
currently  subject  to  regulation  pursuant 
to  said  amended  marketing  agreement 
and  order;  the  recommendation  and  sup¬ 
porting  information  for  regulation  dur¬ 
ing  the  period  specified  in  this  section 
was  promptly  submitted  to  the  Depart¬ 
ment  after  an  open  meeting  of  the  Lemon 
Administrative  Committee  on  May  7, 
1952;  such  meeting  was  held,  after  giving 
due  notice  thereof  to  consider  recommen¬ 
dations  for  regulation,  and  interested 
persons  were  afforded  an  opportunity  to 
submit  their  virv.s  at  this  meeting;  the 
provisions  of  th.s  section,  including  its 


effective  time,  are  identical  with  the 
aforesaid  recommendation  of  the  com¬ 
mittee,  and  information  concerning  such 
provisions  and  effective  time  has  been 
disseminated  among  handlers  of  such 
lemons;  it  is  necessary,  in  order  to  effec¬ 
tuate  the  declared  policy  of  the  act,  to 
make  this  section  effective  during  the 
period  hereinafter  specified;  and  com¬ 
pliance  with  this  section  will  not  require 
any  special  preparation  on  the  part  of 
persons  subject  thereto  w^hich  cannot  be 
completed  by  the  effective  time  thereof. 

(b)  Order.  (1)  The  quantity  of  lem¬ 
ons  grown  in  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m..  P.  s.  t..  May  11.  1952,  and 
ending  at  12:01  a.  m.,  P,  s.  t..  May  18, 
1952,  is  hereby  fixed  as  follows: 

(1)  District  1:  Unlimited  movement; 

(ii)  District  2:  600  carloads; 

(iii)  District  3:  Unlimited  movement, 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched¬ 
ule  which  is  attached  to  Lemon  Regula¬ 
tion  433  (17  F.  R.  4108)  and  made  a  part 
hereof  by  this  reference. 

(3)  As  used  in  this  section,  “handled,” 
“handler,”  “carloads,”  “prorate  base,” 
“District  1,”  “District  2,”  and  “District 
3,”  shall  have  the  same  meaning  as  when 
used  in  the  said  amended  marketing 
agreement  and  order. 

(Sec.  5,  49  Stat.  753,  as  amended;  7  U.  S.  C. 
and  Sup.  608c) 

Done  at  Washington,  D.  C.,  this 
8th  day  of  May  1952. 

[seal]  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar¬ 
keting  Administration. 

(F.  R.  Doc.  52-5308;  Filed,  May  9.  1952; 

8:53  a.  m.) 

TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  5829] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

WINDSOR  PEN  CORP.  ET  AL. 

Subpart — Furnishing  means  and  in¬ 
strumentalities  of  misrepresentation  or 
deception:  §  3.1055  Furnishing  means 
and  instrumentalities  of  misrepresenta¬ 
tion  or  deception.  Subpart — Misbremd- 
ing  or  mislabeling:  §  3.1280  Puce; 
§  3.1325  Source  or  origin;  imported  prod¬ 
uct  or  parts  as  domestic.  Subpart — 
Misrepresenting  oneself  and  goods; 
prices:  §  3.1805  Exaggerated  as  regular 
and  customary.  Subpart — Neglecting, 
unfairly  or  deceptively,  to  make  material 
disclosure:  §  3.1860  Imported  product  or 
parts  as  domestic.  In  connection  with 
the  offering  for  sale,  sale  and  distribu¬ 
tion  of  mechanical  pens  or  fountain  pens 
in  commerce,  ( 1 )  offering  for  sale  or  sell¬ 
ing  mechanical  pencils,  the  mechanisms, 
actions  or  movements  of  which  are  of 
foreign  origin,  without  affirmatively  and 
clearly  disclosing  on  or  in  immediate 


connection  with  said  pencils,  the  coun¬ 
try  of  origin  of  such  mechanisms,  ac¬ 
tions  or  movements;  (2)  representing, 
directly  or  by  implication,  that  mechani¬ 
cal  pencils  containing  mechanisms,  ac¬ 
tions  or  movements  of  foreign  origin,  are 
wholly  of  domestic  origin;  or,  (3)  sup¬ 
plying  customers  or  purchasers  of  foun¬ 
tain  pens  or  mechanical  pencils  with 
price  tags  or  stickers  therefor  bearing 
amounts  which  are  in  excess  of  the  prices 
at  which  such  articles  are  usually  or  cus¬ 
tomarily  sold  to  the  purchasing  public; 
or  otherwise  representing  that  such  arti¬ 
cles  are  sold  for  amounts  in  excess  of 
their  usual  and  customary  selling  prices 
to  the  purchasing  public;  prohibited. 

(Sec.  6.  38  Stat.  722;  15  U.  S.  C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
U.  S.  C.  45)  (Cease  and  desist  order,  Wind¬ 
sor  Pen  Corporation  et  al.  Docket  5829,  Feb¬ 
ruary  19,  1952] 

In  the  Matter  of  Windsor  Pen  Corpora¬ 
tion,  a  Corporation,  and  Morris  Fink 

and  Sady  Fink.  Individually  and  as 

Officers  of  Said  Corporation 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Trade  Commission  Act,  the  Federal 
Trade  Commission,  on  December  1,  1950, 
issued  and  subsequently  served  its  com¬ 
plaint  upon  the  respondents  named  in 
the  caption  hereof,  charging  them  with 
the  use  of  unfair  and  deceptive  acts  and 
practices  in  commerce  in  violation  of  the 
provisions  of  that  act.  Hearings  were 
held  in  this  matter  before  a  hearing 
examiner  duly  designated  by  the  Com¬ 
mission.  Respondents’  answer  to  the 
complaint  was  read  into  tlie  record  by 
their  counsel  at  the  initial  hearing 
herein.  At  a  subsequent  hearing,  coun¬ 
sel  supporting  the  complaint  and  counsel 
for  the  respondents  stipulated  and 
agreed  that  a  statement  of  facts  there¬ 
upon  read  by  them  into  the  record  might 
be  taken  as  the  facts  in  this  proceeding 
and  in  lieu  of  evidence  in  support  of  the 
complaint  and  in  opposition  to  the 
charges  stated  therein,  and  that  such 
statement  of  facts  might  serve  as  the 
basis  for  findings  as  to  the  facts,  conclu¬ 
sion  and  order  disposing  of  the  proceed¬ 
ing.  Thereafter,  the  proceeding  regu¬ 
larly  came  on  for  final  consideration  by 
said  hearing  examiner  upon  the  com¬ 
plaint,  the  answer  thereto,  the  stipu¬ 
lated  facts,  proposed  findings  and 
conclusions  presented  by  counsel  for 
respondents,  and  oral  argument  by 
counsel,  and  said  hearing  examiner  filed 
his  initial  decision  herein  on  July  12, 
1951. 

Counsel  for  the  respondents  Windsor 
Pen  Corporation  and  Morris  Fink,  on 
August  9, 1951,  filed  with  the  Commission 
an  appeal  from  said  initial  decision. 
Thereafter,  this  proceeding  having  reg¬ 
ularly  come  on  for  final  hearing  by  the 
Commission  upon  said  appeal,  including 
the  brief  in  support  thereof,  memoran¬ 
dum  of  authorities  filed  in  opposition 
thereto  and  oral  argument  of  counsel; 
the  Commission  issued  its  order  denying 
said  appeal. 

The  Commission  Is  of  the  opinion, 
how’ever,  that  the  order  contained  in  the 
hearing  examiner’s  initial  decision  is 
ambiguous  in  certain  respects.  There¬ 
fore,  the  Comniis*'-ion,  bc'ng  now  fully 
advised  in  the  premises,  finds  that  this 
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proceeding  is  in  the  interest  of  the  public 
and  makes  the  following  findings  as  to 
the  facts,’  conclusion  drawn  therefrom  ’ 
and  order,  the  same  to  be  in  lieu  of  the 
initial  decision  of  the  hearing  examiner. 

It  is  ordered.  That  respondent  Windsor 
Pen  Corporation,  a  corporation,  and  its 
officers,  and  respondent  Morris  Fink,  in¬ 
dividually  and  as  an  officer  thereof,  and 
their  respective  agents,  representatives 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  and  distri¬ 
bution  of  mechanical  pencils  or  fountain 
pens  in  commerce,  as  “commerce”  is  de¬ 
fined  in  the  Federal  Trade  Commission 
Act,  do  forthwith  cease  and  desist  from: 

1.  Offering  for  sale  or  selling  mechan¬ 
ical  pencils,  the  mechanisms,  actions  or 
movements  of  which  are  of  foreign  ori¬ 
gin,  without  affirmatively  and  clearly  dis¬ 
closing  on  or  in  immediate  connection 
with  said  pencils,  the  country  of  origin 
of  such  mechanisms,  actions  or  move¬ 
ments. 

2.  Representing,  directly  or  by  impli¬ 
cation,  that  mechanical  pencils  contain¬ 
ing  mechanisms,  actions  or  movements 
of  foreign  origin,  are  wholly  of  domestic 
origin, 

3.  Supplying  customers  or  purchasers 
of  fountain  pens  or  mechanical  pencils 
with  price  tags  or  stickers  therefor  bear¬ 
ing  amounts  which  are  in  excess  of  the 
prices  at  which  such  articles  are  usually 
or  customarily  sold  to  the  purchasing 
public;  or  otherwise  representing  that 
such  articles  are  sold  for  amounts  in 
excess  of  their  usual  and  customary 
selling  prices  to  the  purchasing  public. 

It  is  further  ordered,  That  the  com¬ 
plaint  be,  and  the  same  hereby  is.  dis¬ 
missed  as  to  the  respondent  Sady  Fink. 

It  is  further  ordered.  That  respondents 
Windsor  Pen  Corporation  and  Morris 
Pink  shall,  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with 
the  Commission  a  report  in  writing  set¬ 
ting  forth  in  detail  the  manner  and  form 
in  which  they  have  complied  with  this 
order. 

Issued:  February  19,  1952. 

By  the  Commission. 

[seal]  Wm.  P.  Glendening,  Jr., 
Acting  Secretary. 

[F.  R.  Doc.  62-6236:  Piled.  May  9,  1962; 

8:60  a.  m.) 

TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[T.  D.  52990] 

Part  10 — Articles  Conditionally  Free, 
Subject  to  a  Reduced  Rate,  Etc. 

FREE  ENTRY  OF  CERTAIN  TEXTILE  MACTHINIS 
AND  PARTS  THEREOF 

1.  In  View  of  the  provisions  of  Public 
Law  286,  82d  Congress,  adding  a  new 
paragraph  to  Title  II  (free  list)  of  the 
Tariff  Act  of  1930,  S  10.43  (a).  Customs 
Regulations  of  1943  (19  CFR  10.43  (a)), 
is  amended  to  read  as  follows: 

(a)  The  importer  of  articles  claimed 
to  be  exempt  from  duty  under  paragraph 

’  Filed  as  part  of  the  original  document. 
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1631,**  1773.’*  or  1817,*“  Tariff  Act  of 
1930,  shall  file,  as  evidence  that  such 
articles  are  entitled  to  free  entry,  a  dec¬ 
laration  on  customs  Form  3321  of  an 
executive  officer  or  other  authorized 
representative  of  the  institution  for 
which  the  articles  are  imported.  In  the 
case  of  articles  claimed  to  be  free  under 
paragraph  1817,  the  affidavit  required  by 
that  paragraph  shall  also  be  furnished. 

2.  A  new  footnote  40a  is  inserted  fol¬ 
lowing  footnote  40  and  reads  as  follows: 

40a  Any  society  or  Institution  incorpo¬ 
rated  or  established  solely  for  educational, 
religious,  or  charitable  purposes  may  import 
free  of  duty  any  textile  machine  or  ma¬ 
chinery.  or  part  thereof,  for  its  own  xise  in 
the  instruction  of  students  and  not  for 
sale  or  for  any  commercial  use,  under  such 
rules  and  regulations  as  the  Secretary  of 
the  Treasury  may  prescribe:  Provided.  That 
free  entry  hereunder  shaU  be  conditioned 
upon  the  presentation  to  the  collector  of 
customs  of  an  affidavit  of  a  responsible  officer 
of  the  Importing  society  or  institution  that 
the  substantial  equivalent  of  the  imported 
article  is  not  manufactured  in  the  United 
States.  (Tariff  Act  of  1930,  as  amended,  par. 
1817  (free  list);  19  U,  8.  C.  1201.  par.  1817). 
(R.  S.  161,  251,  sec.  624,  46  Stat.  759;  6  U.  S.  C. 
22,  19  U.  8.  C.  66.  1624.  Interpret  or  apply 
pars.  1631,  1773,  sec.  201,  46  Stat.  675,  681, 
par.  1817,  Pub.  Law  286,  82d  Ctong.;  19  U.  8.  C. 
1201,  pars.  1631,  1773) 

[SEAL]  Frank  Dow, 

Commissioner  of  Customs. 

Approved:  May  5,  1952. 

John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 

[F.  R.  Doc.  62-5239;  Filed,  May  9.  1952; 

8:60  a.  m.] 


TITLE  32A— NATIONAL  DEFENSE, 
APPENDIX 

Chapter  III — Office  of  Price  Stabiliza¬ 
tion,  Economic  Stabilization  Agency 

[Oiling  Price  Regulation  25,  Revision  1, 
Interpretation  2] 

CPR  25 — Revised  Ceiling  Prices  of  Beef 
Items  Sold  at  Retail 

INT.  2 — boneless  CHUCK  SOLD  AS  STEW 
MEAT  (APPENDIX  5  J,  L,  M) 

Since  the  Issuance  of  Interpretation  1 
of  Ceiling  Price  Regulation  25,  Revised, 
Inquiries  have  been  received  as  to 
whether  choice  beef  chuck  may  be  pre¬ 
diced  into  cubes  ranging  from  1  to  2 
Inches  in  size  and  then  labeled  as  choice 
chuck  and  sold  at  the  ceiling  price  for 
that  item,  as  defined  in  Appendix  5  (j) 
(6)  of  the  regulation. 

Although  Appendix  5  (j)  (6)  contains 
no  limitation  upon  the  size  of  cuts  which 
may  be  sold  as  boneless  chuck,  it  limits 
boneless  chuck  to  “pot-roasts”.  Also, 
Interpretation  1  points  out  that  the 
pieces  of  boneless  chuck  “should  be  suffi¬ 
ciently  large  to  permit  grade  and  cut 
Identification.”  Cubes  ranging  from  1  to 
2  inches  in  size  cannot  be  identified  as  to 
grade  or  cut;  nor  are  they  of  the  size 
suitable  for  pot-roasts.  Therefore  such 
pieces  may  not  be  sold  as  boneless  chuck. 

Appendix  5  (1)  of  the  regulation  de¬ 
fines  regular  pre-diced  stew  beef  as  “beef 
from  which  all  bones,  cartilage  and  ten¬ 
dons  have  been  removed.  The  meat 


shall  be  cut  in  cubes  no  smaller  than  one 
Inch.  Fat  content  shall  not  exceed  25 
percent."  Lean  pre-diced  stew  beef  is 
similarly  defined  in  Appendix  5  (m), 
except  that  trimmable  fat  must  be  re¬ 
moved  and  the  cubes  may  not  be  smaller 
than  1  *4  inches.  If  the  items  which  are 
being  priced  meet  the  requirements  as 
set  forth  in  Appendix  5  (1)  or  5  (m), 
they  may  be  labeled  and  sold  as  regular 
or  lean  pre-diced  stew  beef,  as  the  case 
may  be. 

(Sec.  704,  64  Stat.  816,  as  amended;  50  U.  8.  C. 
App.  Sup.  2154) 

Herbert  N.  Maletz. 

Chief  Counsel. 
Office  of  Price  Stabilization. 

May  9,  1952. 

[F.  R.  Doc.  62-5325;  Piled.  May  9,  1952; 
11:35  a.  m.] 


[Ceiling  Price  Regulation  113,  Revision  1, 
Supplementary  Regulation  2] 

CPR  113 — White  Flesh  Potatoes 

SR  2 — "prevailing  COSTS”  FOR  GROWER 
SALES  OF  CALIFORNU  (SOUTH  OF  AND  IN¬ 
CLUDING  MONTEREY,  SAN  BENITO,  FRES¬ 
NO,  MADERA  AND  MONO  COUNTIES)  POTA¬ 
TOES 

Pursuant  to  the  Defense  Production 
Act  of  1950,  as  amended.  Executive  Or¬ 
der  10161,  and  Economic  Stabilization 
Agency  General  Order  No,  2,  this  Sup¬ 
plementary  Regulation  2  to  Ceiling 
Price  Regulation  113,  Revision  1  is  hereby 
issued. 

STATEMENT  OF  CONSIDERATIONS 

Supplementary  Regulation  1  to  Ceil¬ 
ing  Price  Regulation  113,  Revision  1  was 
Issued  to  establish  dollar-and-cent 
amounts  to  be  used  in  calculating  ceiling 
prices  for  sales  of  Maine  potatoes  by 
growers.  This  was  done  to  relieve  price 
pressure  against  sellers  beyond  the  pro¬ 
ducer  level.  The  Statement  of  Consid¬ 
erations  to  SR  1  stated  that  “if  this  prob¬ 
lem  appears  to  confront  sellers  in  other 
areas,  OPS  will  name  dollar-and-cent 
amounts  for  these  services  upon  receipt 
and  analysis  of  proper  data.”  It  appears 
that  this  same  problem  has  arisen  in 
southern  California.  Specifically,  the 
area  in  California  affected  by  this  sup¬ 
plementary  regulation  is  south  of  and 
including  Monterey.  San  Benito,  Fresno, 
Madera  and  Mono  counties.  The  dollar- 
and-cent  amounts  set  forth  in  this  sup¬ 
plementary  regulation  are  to  be  used  as 
the  costs  or  charges,  “prevailing  in  the 
area  in  which  your  farm  is  located”  in 
computing  ceiling  prices  for  growers  in 
California  (south  of  and  Ihcluding  Mon¬ 
terey,  San  Benito,  Fresno,  Madera  and 
Mono  countiest-  under  section  2  (h)  of 
CPR  113,  Revision  1. 

Before  issuing  this  supplementary  reg¬ 
ulation  the  Director  of  Price  Stabiliza¬ 
tion  has  consulted  with  individual  mem¬ 
bers  of  the  Industry  affected,  including 
both  growers  and  shippers  of  potatoes  in 
California  and  has  given  full  considera¬ 
tion  to  their  recommendations.  It  was 
deemed  impracticable  to  consult  formal 
industry  advisory  committees  or  trade 
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associations  because  of  the  necessity  for 
speed.  It  is  the  judgment  of  the  Di¬ 
rector  that  the  provisions  of  this  supple¬ 
mentary  regulation  are  generally  fair 
and  equitable  and  are  necessary  to  ef¬ 
fectuate  the  purposes  of  the  Defense 
Production  Act  of  1950,  as  amended. 

REGULATORY  PROVISIONS 

8ec. 

1.  What  this  supplementary  regulation 
does. 

2.  "Prevailing  costs’*  for  grower  sales  of 
California  (south  of  and  Including  Mon¬ 
terey,  San  ^nlto,  Fresno,  Madera  and  Mono 
counties)  potatoes. 

Authoritt:  Sections  1  and  2  Issued  under 
sec.  704,  64  Stat.  816,  as  amended;  50  U.  S.  C. 
App.  Sup.  2154.  Interpret  or  apply  Title  IV, 
64  Stat.  803,  as  amended,  50  U.  S.  C.  App. 
Sup.  2101-2110,  E.  O.  10161;  Sept.  9,  1950, 
15  F.  R.  6105;  3  CFR,  1950  Supp. 

Section  1.  What  this  supplementary 
regulation  does.  This  supplementary 
regulation  modifies  CPR  113,  Revision  1 
by  setting  forth  specific  dollar-and-cent 
amounts  to  be  used  as  the  costs  “prevail¬ 
ing  in  the  area  in  which  your  farm  is 
located”  in  determining  ceiling  prices 
under  section  2  (h)  of  CPR  113,  Revision 
1,  for  sales  by  growers  of  potatoes  pro¬ 
duced  in  California  (south  of  and  in¬ 
cluding  Monterey,  San  Benito,  Fresno, 
Madera  and  Mono  counties). 

Sec.  2.  “Prevailing  costs"  ftf  grower 
sales  of  California  potatoes  (south  of  and 
including  Monterey.  San  Benito,  Fresno, 
Madera  and  Mono  counties).  If  you  cal¬ 
culate  your  ceiling  price  for  sales  of  po¬ 
tatoes  produced  in  California  (south  of 
and  including  Monterey,  San  Benito, 
Fresno,  Madera  and  Mono  counties)  un¬ 
der  section  2  (h)  of  CPR  113,  Revision  1, 
you  shall  use  the  following  dollar-and- 
cent  amounts  as  the  costs  or  charges 
“prevailing  in  the  area  in  which  your 
farm  is  located.” 

Prevailing  costs  in  California  (south  of  and 
including  Monterey,  San  Benito,  Fresno, 
Madera  and  Mono  counties)  per  cwt. 

Amount  per 
.  cwt. 

Hauling  from  farm  to  country  ship¬ 
ping  point  including  field  sack 


rental _ $0. 13 

Washing,  grading,  packing  In  new  100 
lbs.  burlap  bags  and  loading  on  the 

carrier _ .  52 

Country  shipper’s  selling  charge _  .  10 


Total _ _ _  .  75 


Example.  Assume  you  are  a  grower  of  po¬ 
tatoes  and  are  selling  in  April  potatoes  in 
bulk  ex  your  farm  located  in  California 
(south  of  and  including  Monterey,  San  Be¬ 
nito.  Fresno,  Madera  and  Mono  counties). 
For  that  part  of  the  particular  lot  of  potatoes 
which  grades  out  U.  S.  No.  1.  you  calculate 
your  ceiling  price  as  follows: 

Amount  per 
cwt. 

Adjusted  base  price  under  section  2 
(b)  of  CPR  113,  Revision  1:  Your 


adjusted  base  price  for  April  deter¬ 
mined  under  section  2  (b)  is _ $3.90 

Prevailing  costs  under  SR  2  to  CPR 
113,  Revision  1:  You  subtract  the 
“prevailing  costs”  under  this  sup¬ 
plementary  regulation _  .  75 


Your  celling  price:  Your  ceiling  price 

is . . . .  3. 15 


If  you  were  selling  similar  potatoes  In 
May,  you  wotUd  calculate  your  celling  price 
as  follows: 

Amount  per 
cwt. 


Your  adjusted  base  price  for  May  de¬ 
termined  under  section  2  (b)  is _ $3.  50 

Prevailing  costs  under  SR  2  to  CPR 
113,  Revision  1:  You  subtract  the 
“prevailing  costs”  under  this  sup¬ 
plementary  regulation _  ?^5 


Your  ceiling  price:  Your  ceiling  price 
is .  2.75 


All  other  provisions  of  CPR  113,  Re¬ 
vision  1,  not  inconsistent  with  this  sup¬ 
plementary  regulation  remain  in  full 
force  and  effect. 

Effective  date.  This  supplementary 
regulation  is  effective  May  14.  1952. 

Ellis  Arnall, 

Director  of  Price  Stabilization. 
May  9.  1952. 

(F.  R.  Doc.  52-5328;  Piled,  May  9,  1952; 
4:00  p.  m.] 


[General  Ceiling  Price  Regulation,  Inter¬ 
pretation  54] 

GCTR.  INT.  54 — Purchases  of  Milk  by 
Process  on  Class  Basis  ISec.  11  (b)  1 

In  order  to  clarify  whether  it  is  proper 
for  processors  to  compute  parity  adjust¬ 
ments  of  a  fluid  milk  product  on  the 
basis  of  prices  paid  for  milk  by  classes, 
the  following  interpretation  is  hereby 
issued; 

Since  milk  is  usually  sold  by  producers 
on  a  class  basis,  each  class  depending  on 
the  utilization  of  the  milk  and  bringing 
a  different  price,  a  processor  who  buys 
milk  on  a  class  basis  shall  compute  his 
parity  adjustment  for  the  price  of  a  fluid 
milk  product  pursuant  to  section  11  (b) 
of  the  GCPR  on  the  basis  of  prices  paid 
by  him,  both  in  the  QCPR  base  period 
and  the  current  period,  for  the  class  of 
milk  from  which  the  product  is  made. 

(Sec.  704,  64  Stat.  816,  as  amended;  50  U.  S.  C. 
App.  Sup.  2154) 

Herbert  N.  Maletz, 

Chief  Counsel,  Office  of  Price 
Stabilization. 

May  9.  1952. 

(F.  R.  Doc.  62-5326;  Filed,  May  9,  1952; 
11:35  a.  m.] 


[General  Celling  Price  Regulation,  Supple¬ 
mentary  Regulation  63,  Amendment  2  to 
Area  Milk  Price  Regulation  15] 

GCPR,  SR  63 — ^Area  Milk  Price 
Adjustments 

AMPR  15 — Fresno  District,  California 

ADDITION  OF  APPENDIX  COVERING  KINGS 
COUNTY,  AND  MISCELLANEOUS  AMEND¬ 
MENTS 

Pursuant  to  the  Defense  Production 
Act  of  1950,  as  amended  (Pub.  Law  774, 
81st  Congress,  Pub.  Law  96,  82d  Con¬ 
gress),  Executive  Order  10161  (15  F. 
6105)  and  Economic  Stabilization 
Agency  General  Order  No.  2  (16  F.  R. 
738),  this  Amendment  2  to  Area  Milk 


Price  Regulation  15  pursuant  to  Supple¬ 
mentary  Regulation  63  to  the  General 
Ceiling  Price  Regulation  (16  F.  R.  9559) 
is  hereby  issueiL 

STATEMENT  OF  CONSIDERATIONS 

The  accompanying  amendment  to 
Area  Milk  Price  Regulation  15  includes 
the  following  additions  and  changes; 

1.  Appendix  IV  is  added  to  prescribe 
ceiling  prices  for  fluid  milk  sold  in  Kings 
County. 

2.  Appendix  I,  “Madera-Merced  Mar¬ 
keting  Area”,  is  revised  to  reflect  a  one- 
quarter  cent  per  quart  increase  in  the 
wholesale  ceiling  price  and  a  one-half 
cent  increase  for  the  retail  store  carry¬ 
out  ceiling  price.  Proportionate  adjust¬ 
ments  are  made  in  the  ceiling  prices  for 
half- gallon  and  gallon  containers. 

3.  The  tables  of  ceiling  prices  (section 
1  of  each  appendix)  contained  in  Ap¬ 
pendix  II,  Fresno  County  Marketing 
Area,  and  Appendix  III,  “Tulare  County 
Marketing  Area.”  are  revised  to  include 
quantity  by  differentials  in  the  ceiling 
prices  for  sales  of  bulk  milk.  These 
quantity  differentials  have  been  long 
established  in  these  areas  and  were  inad¬ 
vertently  omitted  in  the  original  Appen¬ 
dices. 

The  Inclusion  of  Appendix  IV,  “Kings 
County  Marketing  Area,”  resulted  from  a 
petition  initiated  by  the  largest  processor 
in  the  area.  Additional  data  was  ob¬ 
tained  from  other  important  processors 
in  the  area  so  that  the  total  volume  con¬ 
sidered  represents  approximately  85 
percent  of  the  total  sales  in  the  Kings 
County  Marketing  Area. 

Kings  County  is  one  of  the  few  sub¬ 
stantially  populated  areas  of  California 
which  is  not  a  State  of  California  Bu¬ 
reau  of  Milk  Control  Marketing  Area. 
Processors  have  uniformly  followed  the 
minimum  producer  prices  prescribed  by 
the  State  Bureau  of  Milk  Control  for  the 
Tulare  Coimty  Marketing  Area  which 
adjoins  Kings  County.  Wholesale  and 
retail  store  carry-out  prices  have  also 
tended  to  follow  the  minimums  estab¬ 
lished  by  the  Bureau  of  Milk  Control  for 
Tulare  County.  However,  there  have 
been  historical  price  differentials  be¬ 
tween  milk  sold  in  glass  containers  and 
milk  sold  in  paper  containers  in  Kings 
County  where  none  has  existed  in  Tulare 
County.  The  home-delivered  price  has 
also  not  reflected  the  1  cent  differential 
over  out-of -store  prices  that  exists  in  the 
Tulare  County  Marketing  Area. 

The  prices  set  forth  in  Appendix  IV 
reflect  prices  in  effect  during  the  first 
six  months  of  1950  plus  raw  material  cost 
increases,  increased  additional  paper 
carton  costs,  processing  costs,  and  deliv¬ 
ery  cost  increases  shown  by  the  peti¬ 
tioner.  Differentials  between  paper  and 
glass  containers  are  retained.  Ceiling 
prices  of  by-products  and  cream  are  es¬ 
tablished  on  the  same  basis  as  in  other 
Appendices  to  the  order.  In  general, 
these  ceiling  prices  reflect  an  allowance 
for  cream  of  60  percent  of  the  raw  ma¬ 
terial  cost  increases  over  prices  prevail¬ 
ing  in  the  General  Ceiling  Price  Regula¬ 
tion  base  period  and  provide  that  ceiling 
prices  for  chocolate  drink,  buttermilk 
and  skim  milk  shall  be  at  a  level  which 
reflects  the  dollars-and-cents  differen- 
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tials  existing  in  the  individual  seller’s 
General  Ceiling  Price  Regulation  base 
period.  The  ceilings,  therefore,  on 
standard  whole  milk  provided  in  Ap¬ 
pendix  IV  are  at  the  same  levels  as  are 
now  current  in  the  area;  i.  e,,  at  General 
Ceiling  Price  Regulation  levels  including 
the  pass  through  of  producer  price  in¬ 
creases  which  have  been  incurred  since 
January,  1951. 

In  the  opinion  of  the  District  Director, 
the  cost  data  submitted  by  the  industry 
for  Kings  County,  indicated  that  no 
ceiling  price  increases  on  standard 
whole  milk  are  justified  at  this  time. 

The  data  submitted  by  the  industry 
for  the  Madera-Merced  Marketing  Area, 
however,  indicated  justification  for  the 
Increases  allowed  for  standard  whole 
milk.  In  Issuing  Area  Milk  Price  Regu¬ 
lation  15  the  wholesale  price  per  quart 
was  placed  at  Va  cent  below  the  mini¬ 
mum  price  of  19  cents  established  by  the 
State  of  California  Bureau  of  Milk  Con¬ 
trol,  effective  February  1,  1952.  Cost 
data  submitted  at  the  time  by  the  in¬ 
dustry  supported  an  18%  cents  price  but 
did  not  support  a  19  cents  price.  Area 
Milk  Price  Regulation  15  also  set  up  a 
price  differential  between  store  carry¬ 
out  price  and  home  delivered  price 
which  had  not  existed  before  and  which 
was  not  reflected  in  state  minimum 
prices.  The  reason  for  creating  this 
differential  was  that  cost  flgures  in¬ 
dicated  a  necessary  increase  in  home 
delivered  prices  to  21^2  cents  per  quart 
but  a  21  Vi  cent  store  carry-out  price 
was  not  indicated,  as  it  would  increase 
the  retail  store  margin  %  cent  above  the 
historical  margin  allowed  by  SR  63  for 
the  area.  Under  Area  Milk  Price  Reg¬ 
ulation  15  the  retail  store  price  was 
therefore  set  at  21  cents  per  quart  and 
the  retail  store  margin  decreased  from 
2^2  cents  per  quart  to  2%  cents  per 
Quart.  A  review  of  cost  data  submitted 
by  a  representative  number  of  milk 
processors  and  distributors  in  the  area 
for  the  month  of  January,  1952  plus  the 
2.9  percent  price  increase  for  paper- 
board  containers  granted  under  Ceihng 
Price  Regulation  133  on  March  31,  1952 
totalled  up  to  cost  increases  supporting 
a  19  cents  price  per  quart  at  wholesale. 
No  increases  in  home  delivered  prices 
were  allowable,  how’ever.  The  indicated 
increase  of  Va  cent  per  quart  in  store 
carry-out  price  allowed  in  Amendment  2 
restores  the  2  '/a  cent  retail  store  margin 
taken  away  under  Area  Milk  Price  Reg¬ 
ulation  15.  Under  Amendment  2  all 
standard  mPk  prices  are  now  the  same 
as  state  minimum  prices  established  on 
February  1,  1952. 

In  the  formulation  of  this  amendnaent, 
the  District  Director  of  the  Office  of 
Price  Stabilization  has  consulted  with 
local  industry  representatives  to  the  ex¬ 
tent  practicable,  and  has  given  consid¬ 
eration  to  their  recommendations.  In 
his  judgment  the  provisions  of  this 
amendment  are  generally  fair  and  equi¬ 
table  and  are  necessary  to  effectuate  the 
purpose  of  Title  IV  of  the  Eiefense  Pro¬ 
duction  Act  of  1950,  as  amended  by  the 
Defense  Production  Act  Amendments  of 
1951. 

The  District  Director  of  the  Office  of 
Price  Stabilization  gave  due  considera¬ 


tion  to  the  national  effort  to  achieve 
maximum  production  In  furtherance  of 
the  objectives  of  the  Defense  Production 
Act  of  1950,  as  amended,  to  prices  pre¬ 
vailing  during  the  period  from  May  24, 
1950  to  June  24,  1950,  inclusive;  and  to 
all  relevant  factors  of  general  appli¬ 
cability. 

AMENDATORY  PROVISIONS 

Area  Milk  Price  Regulation  15  Is 
amended  by  adding  thereto.  Appendix 
IV  (Kings  County)  and  miscellaneous 
amendments  covering  Appendix  I  (Ma¬ 
dera-Merced  Marketing  Area),  Appen¬ 
dix  II  (Fresno  County)  and  Appendix 
III  (Tulare  County)  which  appear  here¬ 
after. 

Atpendix  I  (Revision  I) 

MADERA-MERCED  MARKETING  AREA 

This  appendix  covers  milk  and  cream  (ex¬ 
cluding  sour  cream)  in  the  Madera-Merced 
Marketing  Area,  which  comprises  the  coun¬ 
ties  of  Madera  and  Merced,  California: 

1.  For  standard  milk  (including  homo¬ 
genized)  celling  prices  are  as  follows: 


Size  of  container 

Whole¬ 
sale, 
f.  0.  b. 
pur- 
cha.ser’8 
business 
locution 

Retail 
store, 
carry-  ! 
out 

!  Retail 
home- 
!  deliv¬ 
ered 

Bulk  Diilk,  per  gallon . 

|o.r>8 

.76 

Oallon  bottfo . 

$0.86 

.43 

$0.86 

.4.1 

.215 

llalf-gallun  container  (fiber 

.38 

Quart  container  (fiber  or 
glass) . . 

.19 

.215 

Pint  container  (fiber  or 
gl:iss) . 

.11 

.13 

.13 

Thir(l-<iuart  or  three-quar¬ 
ter-pint  container  (fiber 
or  glass) . 

.081 

Half-pint  container  (fiber 
or  glass).. . . . 

.Ota 

2.  For  the  following  Items  the  celling  price 
Is  the  base  period  price  plus  the  following 
additions : 


Container  size 


Type  of  sale 

H 

gallon 

pint 

gnllon 

bulk 

Quart  1 

Pint 

Half-and-half.......... 

$0. 16 

$0.06 

.12 

1 

$0.04 

.06 

$0.02 

$0  01 
.015 

Table  cream . 

.24 

.(a 

All-purpose  cream . 

.40 

.20 

.10 

.05 

.026 

.40 

.20 

.10 

.05 

.025 

Other  retail  sales  of 

standard  milk  (in¬ 
cluding  h(Hnogen- 

.04 

.02 

The  "other  retail  sales”  referred  to  above 
are  sales  f.  o.  b.  distributor's  processing  plant 
or  producer’s  ranch. 

3.  For  standard'  milk  (including  homog¬ 
enized)  sold  in  remote  areas  where  the  re¬ 
tail  store  carry-out  base  period  price  was 
In  excess  of  19  cents  per  quart  or  the  retaU 
home-delivered  base  period  price  was  in  ex¬ 
cess  of  19  cents  per  quart,  the  ceiling  price 
for  all  kinds  of  sales  shall  be  the  applicable 
price  provided  in  subdivision  1,  above,  plus 
an  amount  proportionate  (according  to  con¬ 
tainer  size)  to  either  of  such  excesses.  For 
other  kinds  of  fluid  milk  (such  as  butter¬ 
milk,  chocolate  drink,  non-fat  milk,  and  spe¬ 
cial  grades  of  milk)  the  ceiling  price  shall  b« 
the  celling  price  as  hereinbefore  provided 
for  standard  milk  in  the  same  sized  con¬ 
tainer  plus  or  minus,  as  the  case  may  be, 
the  dollars-and-cents  difference  between  the 
seller’s  base  period  prices  for  such  kind  of 
milk  end  standard  milk.  CeUing  prices  so 


determined  under  this  subdivision  shall  be 
reported  in  accordance  with  section  3  of  this 
regulation. 

4.  The  prices  herein  provided  are  based 
upon  a  producer  paying  price  of  $5.45  per 
hundredweight  of  milk  containing  3.8  per¬ 
cent  milk  fat  for  Class  1  fluid  milk  purchased 
f.  o.  b.  processor’s  plant,  subject  to  the  de¬ 
ductions  and  additions  set  forth  in  provi¬ 
sion  1  of  section  A  of  article  I,  of  Madera- 
Merced  Ojfder  No.  16  issued  by  the  State  of 
California  Bureau  of  Milk  Control  effective 
February  1,  1952. 

Appendix  II  (Revision  I) 

FRESNO  COUNTY  MARKETING  AREA 

This  appendix  covers  milk  and  cream  (ex¬ 
cluding  sour  cream)  in  the  Fresno  County 
Marketing  Area,  which  comprises  all  of 
Fresno  County,  California. 

1.  For  standard  milk  (including  homo¬ 
genized)  ceiling  prices  are  as  follows: 


Wliole- 

sale, 
f.  0.  b. 
pur¬ 
chaser’s 
business 

Retail 

Retail 

Size  of  container 

store, 

carry¬ 

out 

home- 

deliv¬ 

ered 

location 

10  gallons  or  more,  bulk,  per 

gallon . 

$0.07 

6  gallons  and  less  than  10 

gallons,  bulk,  per  gallon.. 
1  gallon  and  less  than  5 

.68 

— 

gallons,  bulk,  per  gallon.. 

.69 

Oallon  bottle . 

.74 

W.82 

$0.86 

Half-gallon  container  (fiber 

or  glass).. . 

.11 

.43 

Quart  container  (fiber  or 

glas.s)... . 

.185 

.205 

.215 

Pint  container  (fiber  or 

glass) . 

.11 

.125 

.135 

Third-quart  or  three  qimr- 

U*r-pint  container  (fiber 
or  glass) . 

.078  1 

Half-pint  container  (fiber  or 

.006 

2.  For  the  following  items  the  ceiling  price 
Is  the  base  period  price  plus  the  following 
additions : 


Container  size 

Type  of  sale 

Per 

gallon' 

bulk 

li 

gallon 

Quart 

Pint 

H 

pint 

Half-and-half........... 

Table  cream . . 

All-puriH)se  cream _ 

$0. 16 
.24 

.40 

$0.06 

.12 

.20 

$0.04 

.06 

.10 

$0.02 

.03 

.05 

$0.01 

.015 

.025 

Whipping  cream . 

.40 

.20 

.  10 

.05 

.025 

Other  retail  sales  of 
standard  milk  (in¬ 
cluding  bomogen- 
lied) .  .  _  -  - 

.04 

.02 

The  "other  retail  sales”  referred  to  above 
are  retail  sales  f.  o.  b.  distributor’s  plant  or 
producer’s  ranch. 


3.  For  standard  milk  (including  homogen¬ 
ized)  sold  in  remote  areas  where  the  retail 
store  carry-out  base  period  price  was  in  ex¬ 
cess  of  19  cents  per  quart  or  the  retail  home- 
delivered  base  period  price  was  in  excess  of 
19  cents  per  quart,  the  ceiling  price  for  all 
kinds  of  sales  shall  be  the  applicable  price 
provided  in  subdivision  1,  above,  plus  an 
amount  proportionate  (according  to  con¬ 
tainer  size)  to  either  of  such  excesses. 

For  other  kinds  of  fluid  milk  (such  as  but¬ 
termilk,  chocolate  drink,  non-fat  milk,  and 
special  grades  of  milk)  the  ceiling  price  shall 
be  the  ceiling  price  as  heretofore  provided 
for  standard  milk  in  the  same  sized  con¬ 
tainer  plus  or  minus,  as  the  case  may  be, 
the  dollars-and-cents  difference  between  the 
seller’s  base  period  prices  for  such  kind  of 
milk  and  standard  milk.  Ceiling  prices  so 
determined  under  this  subdivision  shall  be 
reported  in  accordance  with  section  3  of  this 
regulation. 
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4.  The  prices  herein  provided  are  based 
upon  a  producer  paying  price  of  $5.48  per 
hundredweight  of  milk  containing  3.8  per¬ 
cent  milk  fat  for  Class  1 'fluid  milk  pur¬ 
chased  f.  o.  b.  processor's  plant,  subject  to 
the  deductions  and  additions  set  forth  in 
Provision  1  of  Section  A  of  Article  I,  of 
Fresno  Order  No.  29  Issued  by  the  State  of 
California  Bureau  of  Milk  Control  effective 
February  1.  1952. 

Appendu  III  (Revision  I)* 

TULARE  COUNTY  MARKETING  AREA 

This  appendix  covers  milk  and  cream  (ex¬ 
cluding  sour  cream)  In  the  Tulare  County 
Marketing  Area,  which  comprises  all  of  Tu¬ 
lare  County,  Calif. 

1.  For  standard  milk  (including  homogen¬ 
ized)  celling  prices  are  as  follows: 


Size  of  container 

Whole¬ 
sale, 
f.  0.  b. 
pur¬ 
chaser's 
business 
location 

Retail 

store, 

carry¬ 

out 

Retail, 

home- 

deliv¬ 

ered 

lOpnllons  or  more,  bulk,  per 

$0.  f.7 

fi  palloii.s  and  leK.s  than  10 
pallons,  bulk,  p«'r  paPon 

1  palloii  atid  less  than  .S  zal- 

.6H 

.ra 

1  iw.M 

.42 

$o.SS 

.41 

llalf-pallnn  container  (fil)er 
or  Klass) . 

.3S 

Quart  container  (fil>er  or 

.19 

.21 

V  .22 

l*int  (‘ontainer  (fibor  or 

.11 

.1Z5 

.135 

Tiiird-fjuart  or  three-rjiiar- 
ler-pint  container  (filH*r 

.077 

Half-pint  container  (filK*r 

.00,5 

1 . 

1 

2.  For  the  following  Items  the  celling  price 
Is  the  base  period  price  plus  the  following 
additions: 


Containw  size 


Tjtk'  of  salR 

Per  ’ 
gallon 
bulk 

1  >-2 

1  gallon 

^Quartj 

Pint  j 

pint 

Half-and-half . 

$0. 10 

fe.08  ■ 
.12 
.20 
.20 

.04 

1  1 

*0.04  *0.02  *0.01 

Table  cream . . 

AH-|>ur|H)se  cream . 

Whipping  (Team _ 

Other  retail  sales  of 
standard  milk  (in¬ 
cluding  homogen- 

.24 

.40 

.40 

.0*> 

.10 

.10 

.02 

.03 

.0.5 

.05 

.015 

.025 

.025 

i 

Tlie  "other  retail  sales”  referred  to  above  are 
retail  sales  f.  o.  b.  distributor's  processing 
plant  or  producer’s  ranch. 

3.  For  standard  milk  (Including  homo¬ 
genized)  sold  In  remote  areas  where  the  re- 
t;  11  store  carry-out  base  period  price  was  In 
excess  of  19  cents  per  quart  or  the  retail 
home-delivered  base  period  price  was  In  ex¬ 
cess  of  19  cents  per  quart,  the  celling  price 
for  all  kinds  of  sales  shall  be  the  applicable 
price  provided  In  subdivision  i,  above,  plus 
an  amount  proportionate  (according  to  con¬ 
tainer  size)  to  either  of  such  excesses.  For 
other  kinds  of  fluid  milk  (such  as  butter¬ 
milk,  chocolate  drink,  non-fat  milk,  and 
s))ecial  grades  of  milk)  the  celling  price 
shall  be  the  celling  price  as  hereinbefore 
provided  for  standard  milk  In  the  same  sized 
container  plus  or  minus,  as  the  case  may  be, 
the  dollars-and-cents  difference  between  the 
seller’s  base  period  prices  for  such  kind  of 
milk  and  standard  milk.  Celling  prices  so 
determined  under  this  subdivision  shall  be 
reported  In  accordance  with  section  3  of  this 
regulation. 

4.  nie  prices  herein  provided  are  based 
upon  a  producer  paying  price  of  $5.40  per 
hundredweight  of  milk  containing  3.8  per¬ 
cent  milk  fat  for  ClacS  1.  fluid  milk  pur¬ 


chased  f.  o.  b.  processor’s  plant,  subject  to 
the  deductions  and  additions  set  forth  in 
provision  1  of  Section  A  of  Article  I.  of 
Tulare  Order  No.  25  Issued  by  the  State  of 
California  Bureau  of  Milk  Control  effective 
January  16,  1962. 

Appendix  IV 

KINGS  COUNTY  MARKETING  AREA 

This  appendix  covers  milk  and  cream  (ex¬ 
cluding  sour  cream)  In  the  Kings  County 
Marketing  Area,  which  comprises  all  of  Kings 
County,  California. 

1.  For  standard  milk  (Including  homo¬ 
genized)  celling  prices  are  as  follows: 


Bize  of  container 

Wliole- 
sale, 
f.  0.  b, 
pur- 
eliaser's 
business 
location 

Retail 

store, 

carry¬ 

out 

RetaO, 

home- 

(leliv- 

ered 

10  gallons  or  more,  bulk, 

$0.07 

.68 

.69 

.36 

.:w 

.18 

.19 

C  gallons  and  le.ss  than  10 
gallons,  bulk,  per  gallon.. 
1  gallon  and  less  than  5  gal¬ 
lons,  bulk,  iHT  gallon . 

Half-gallon  bottle  (glass) _ 

Half-gallon  fll>er  container.. 

$0.40 

.42 

.20 

.21 

$0.40 

.42 

.20 

/  .21 

Quart  fiber  container....... 

2.  For  the  following  Items  the  ceiling  price 
Is  the  base  period  price  plus  the  following 
additions: 


Container  size 


Tyi>e  of  .sal* 

Per 

galloni 

l)ulk 

gallon 

Quart 

Pint 

pint 

H;ilf-and.h,alf  _ 

$0. 16 
.24 
.40 
.40 

$0.08 

.12 

.20 

.20 

.04 

$0.04 

,06 

.10 

.10 

.02 

$0.02 

.03 

.05 

.05 

$0. 01 
.015 
.025 
.025 

All-purpose  cream . 

Whipping  (Team . 

Otlier  retail  sales  of 
standard  milk  (in¬ 
cluding  homogen¬ 
ized)..... _ .... 

The  “other  retail  sales”  referred  to  above  are 
retail  sales  f.  o.  b.  distributor’s  processing 
plant  or  producer’s  ranch. 

3.  For  standard  milk  (including  homogen¬ 
ized)  sold  In  remote  areas  where  the  retail 
store  carry-out  base  period  price  was  In 
excess  of  19  cents  per  quart  or  the  retail 
home-delivered  base  period  price  was  In  ex¬ 
cess  of  19  cents  per  quart,  the  celling  price 
for  all  kinds  of  sales  shall  be  the  applicable 
price  provided  In  subdivision  1,  above,  plus 
an  amount  proportionate  (according  to  con¬ 
tainer  size)  to  either  of  such  excesses.  For 
other  kinds  of  fluid  milk  (such  as  butter¬ 
milk.  chocolate  drink,  non-fat  milk  and 
special  grades  of  milk)  the  celling  price  shall 
be  the  ceiling  price  as  hereinbefore  provided 
for  standard  milk  in  the  same  size  container 
plus  or  minus,  as  the  case  may  be,  the  dol¬ 
lars-and-cents  difference  between  the  seller’s 
base  period  prices  for  such  kind  of  milk  and 
standard  milk.  Celling  prices  so  determined 
under  this  subdivision  shall  be  reported  in 
accordance  with  section  3  of  this  regulation. 

4.  The  prices  herein  provided  are  based 
upon  a  producer  paying  price  of  $5.40  per 
hundredweight  of  milk  containing  3.8  per¬ 
cent  milk  fat  for  Class  I  fluid  milk  pur¬ 
chased  f.  o.  b.  processor’s  plant,  subject  to  a 
deduction  of  one  cent  ($0.01)  per  hundred¬ 
weight  for  each  1/lOOth  of  1  percent  milk 
fat  less  than  3.8  percent  milk  fat  and  an 
addition  of  one  cent  ($0.01)  per  hundred¬ 
weight  for  each  1/lOOth  of  1  percent  milk 
fat  In  excess  of  3.8  percent  milk  fat. 

(Sec.  704.  64  Stat.  816,  as  amended;  50  U.  3. 
C.  App.  Sup.  2154). 


This  amendment  Is  effective  May  12 
1952. 


H.  H.  Guffey, 
Acting  District  Director, 
Fresno  District  Office. 


May  9.  1952. 


(F.  R.  Doc.  62-5327;  Filed,  May  9,  1952; 
11:35  a.  m.) 


(General  Overriding  Regulation  14. 
Arndt.  14] 

GOR  14 — Excepted  and  Suspended 
Services 

REFILLING  OF  THEIR  OWN  PRESCRIPTIONS  BY 
OPTOMETRISTS 

Pursuant  to  the  Defense  Production 
Act  of  1950  (Pub.  Law  774.  81st  Cong.) 
as  amended.  Executive  Order  10161  (15 
P.  R.  6105),  and  Economic  Stabilization 
Agency  General  Order  No.  2  (16  F.  R. 
738),  this  Amendment  14  to  General 
Overriding  Regulation  14  is  hereby  is¬ 
sued. 


STATEMENT  OF  CONSIDERATIONS 

This  Amendment  14  to  General  Over¬ 
riding  Regulation  14  exempts  from  ceil¬ 
ing  price  regulation  the  charges  made  by 
optometrists  for  refilling  their  own  pre¬ 
scriptions,. 

Amendment  6  to  General  Overriding 
Regulation  14,  effective  January  17, 1952, 
contained  a  provision,  section  3  (a)  (96). 
which  exempted  charges  for  services  and 
supplies  furnished  by  optometrists  in 
making  and  filling  their  own  prescrip¬ 
tions.  This  exemption  was  granted  be¬ 
cause  the  filling  of  his  own  prescriptions 
by  an  optometrist  is  inseparably  connect¬ 
ed  with  his  examination  of  human  eyes, 
refraefion  of  vision,  and  the  making  of 
appropriate  ophthalmic  prescriptions 
which  are  professional  services  exempted 
by  the  Defense  Production  Act  of  1950, 
as  amended.  The  refilling  of  his  own 
prescriptions  by  an  optometrist  was  not 
included  within  that  exemption.  Upon 
further  consideration,  however,  the  Di¬ 
rector  has  determined  that  an  optome¬ 
trist’s  professional  duties  are  also  in¬ 
volved  in  refilling  his  own  prescriptions 
and  that  his  charges  therefor  should  also 
be  exempt. 

This  amendment  to  the  original  list  of 
exemptions  provided  in  General  Overrid¬ 
ing  Regulation  14.  as  amended,  was  pre¬ 
pared  after  the  Director  of  Price  Stabili¬ 
zation  had  consulted  with  industry  rep¬ 
resentatives,  and  had  given  considera¬ 
tion  to  their  recommendations. 

AMENDATORY  PROVISIONS 

General  Overriding  Regulation  14,  as 
amended,  is  further  amended  in  the  fol¬ 
lowing  respect: 

Subparagrah  (96)  of  paragram  (a) 
of  section  3  is  amended  to  read  as  fol¬ 
lows: 

(96)  Services  rendered  and  ophthalmic 
supplies  furnished  by  optometrists  in 
making  and  filling  or  refilling  their  own 
prescriptions, 

(Sec.  704,  64  Stat.  816,  as  amended;  5J  U.  S.  C. 
App.  Sup.  2154) 


FEDERAL  REGISTER 
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Saturday,  May  10,  1952 


Effective  date.  This  Amendment  14  to 
General  Overriding  Regulation  14  shall 
become  effective  May  14,  1952. 

Ellis  Arnall, 

Director  of  Price  Stabilization. 
May  9,  1952. 

IF.  R.  Doc.  62-5329;  Plied,  May  0,  1952; 
4:00  p.  m.] 

title  49— transportation 

Chapter  I — Interstate  Commerce 
Commission 

Subchapter  A — General  Rules  and  Regulations 


Code  approved  June  25,  1948,  and  Part 
II  of  the  Interstate  Commerce  Act,  as 
amended,  the  Commission  has  hereto¬ 
fore  formulated  and  published  certain 
regulations  for  the  transportation  of  ex¬ 
plosives  and  other  dangerous  articles. 

It  further  appearing,  that  in  applica¬ 
tion  received  we  are  asked  to  amend  the 
aforesaid  regulations  as  set  forth  in  pro¬ 
visions  made  a  part  thereof. 

It  is  ordered.  That  the  aforesaid  regu¬ 
lations  for  the  transportation  of  explo¬ 
sives  and  other  dangerous  articles  be, 
and  they  are  hereby,  amended  as 
follows : 


I  Docket  No.  3666;  Order  5] 

Parts  71-78 — Explosives  and  Other 
Dangerous  Articles 
miscellaneous  amendments 
At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Division  3,  held  at 
its  office  in  Washington,  D.  C.,  on  the 
23d  day  of  April  1952. 

It  appearing,  that  pursuant  to  the 
Transportation  of  Explosives  Act  of 
March  4.  1921  (41  Stat.  1444),  sections 
831-835  of  Title  18  of  the  United  States 


Part  72 — Commodity  List  of  Explosives 
AND  Other  Dangerous  Articles  Con¬ 
taining  the  Shipping  Name  or  De¬ 
scription  OF  All  articles  Subject  to 
Parts  71-78  of  This  Chapter 
Amend  §  72.5,  Commodity  List  (15  F.  R. 
8265,  8266,  8267,  8268,  8269,  8272,  8273, 
Dec.  2,  1950)  (16  F.  R.  11775,  Nov.  21, 
1951)  (49  CFR  1950  Rev.,  1951  Supp., 
72.5)  as  follows: 

8  72.5  List  of  explosives  and  other 
dangerous  articles,  (a)  *  •  • 


Article 


Change 

•Aliphatic  mercaptan  mixtures . 

thyl  tetraphosphate,  liquid . 

Hexacthyl  tetraphosphate  mixture,  dry . 

Hexacthyl  tetraphosphatf  mixture,  liquid . 

Lead  azide.  See  Initiating  explosive. 

Tetraethyl  dithio  pyrophosphate,  liquid . 

Tetraethyl  dithio  pyrophosphate  mixture,  dry... 
Tetraethyl  dithio  pyrophosjjhate  mixture,  liquid. 

Tetraethyl  pyrophosphate,  liquid . 

Tetraethyl  pyroi)hosphate  mixture,  dry . . 

Tetraethyl  pyroj)hosphate  mixture,  liquid . . 

Tetralluoroethylene,  inliibitod..................... 

Add 

Calcium,  metallic,  crystalline . . 

£ngiiu«,  internal  combu.stion.  See  73.120. 
Motors,  int**mal  combustion.  See  73.120. 

Methyl  parathion,  liquid . 

Methyl  jmrathion  mixture,  liquid . 

Tank  on,  containing  residual  phosphorus  and 
filled  w  ith  water.  Sec  73.232. 

Vinyl  irichlorosilane . . . 


Cancel 

•Chlorbenzene.  See  •Chlorobeniol. 
•Chkiro benzene.  See  •Chlornbenzol. 
•Chlorbenzol.  See  •Chlorobonzol. 

•ChlorolH'nzol . . 

MoiK'Chlorobt'nzeno.  See  •Chlorobenzol. 
Monoehjorl)enzol.  See  •Chlorobenzol. 
Monoelilorobcnzol.  Sec  •Chlorol)enzoU 


Classed 

as— 

Exemption  and  packing 
(see  sec.) 

Label  re- 
quinKl  if 
not  exempt 

F.  L . 

No  exemption,  73.141.... 

Red . 

I’ois.  B.... 

No  exemption,  73.358 _ 

Poison.... 

Pois.  B _ 

73.377 . 

Poison.... 

Pois.  B _ 

73.359 . 

Poison.... 

Pois.  B _ 

No  exemption  73.358 . 

Poison.... 

Pois.  B _ 

73.:i77 . 

Poison.... 

Pois.  B _ 

7:4.350 . 

Poison _ 

Pois.  B.„. 

No  exemption,  73.358 - 

Poison.... 

Pois.  B _ 

73.377 . 

PoLson.... 

Pois.  B _ 

73..^’)9 . 

Poison.... 

F.  0 . 

73.302,  73.308 . 

F.  8 _ 

No  exemption,  73.231 _ 

Yellow.... 

Pols.  B... 

No  exemption,  73.358 _ 

Poison.... 

Pois.  B _ 

73.369 . 

I*oi3cn.... 

F,  L . 

No  exemption,  73.135 _ 

Red _ 

F.  L . 

73.118,  73.119 . 

Red . 

Maximum 
qmmtity  in 
one  outside 
container  by 
rail  express 


10  gallons. 

1  quart. 

200  imuuds, 
1  quart. 

1  quart. 

200  i>ounds. 
I  quart. 

1  quart. 

200  {lotmds. 
1  quart. 

300  i>ounds. 


25  itounds. 

1  quart. 

1  quart. 

10  gallons. 

10  gallons. 


(Sec.  204,  49  Stat.  546,  as  amended,  sec.  835,  62  Stat.  739;  49  U.  S.  C.  304,  18  U.  S.  C.  Sup.  835) 


Part  73 — Shippers 

subpart  a — PREPARATION  OF  ARTICLES  FOR 
TRANSPORTATION  BY  CARRIERS  BY  RAIL 
freight,  rail  EXPRESS,  HIGHWAY,  OR 
WATER 

Amend  §  73.34,  paragraph  (k)  and 
Table  (16  F.  R.  9373,  Sept.  15,  1951)  (49 
CFR  1950  Rev.,  1951  Supp.,  73.34)  to  read 
as  follows; 

§  73.34  Qualification,  maintenance, 
and  use  of  cylinders.  •  •  • 

(k)  The  tests  prescribed  by  paragraph 
(J)  of  this  section  must  be  (for  excep¬ 
tions  see  subparagraphs  (1)  to  (11)  of 
this  paragraph) : 


Specification  under  which 
cylinders  were  made 

Minimum  retest  pres¬ 
sure  (pounds  |)er  square 
inch) 

irr-3 . i.. 

8,000  pounds. 

1C'C-3A:  ICC-3AA:  ICC- 
3D:  ICC-4A;  ICC-20 
marked  for  filling  at  over 
4.''i0  pounds. 

1CC-3B:  1CC-3BN;  ICC- 
4B:  1CC-4BA:  irc-41): 
lCC-26  marked  for  filling 
at  450  pounds  and  helow. 
1CC-3C;  1CC-3E:  ICC-4C: 

icr-8:  icc-eAL. 

ICC-7  when  used  as  author¬ 
ized  in  §73.312  (a)  (4). 
lCC-7  when  not  used  under 
authority  of)  ^.312  (a)  (4). 
lcr-4 . 

6/3  times  the  service  pres¬ 
sure.  (6ce  §  73.301  (g) .) 

2  times  the  service  pres¬ 
sure.  (See  §  73.%1  (g) .) 

Quinquennial  test  not 
require<l. 

300  pounds. 

Quinquennial  test  not 
required. 

700  i^iids. 

irr-0 . . 

400  pounds. 

irn.iA;  irr-.38 _ 

600  pounds. 

ICC-33 . 

SQO  pounds. 

•  •  •  «  • 


SUBPART  B — ^explosives;  DEFINITIONS 
AND  PREPARATION 

1.  Amend  §  73.73,  paragraph  (b)  (15 
F.  R.  8291,  Dec.  2,  1950)  (49  CFR  73.73, 
1950  Rev.)  to  read  as  follows; 

§  73.73  Lead  azide.  *  *  * 

(b)  Lead  azide,  dextrinated  type,  or 
otherwise  prepared  to  effectively  control 
grain  size,  must  be  packed  wet  with  not 
less  than  20  percent  by  weight  of  water 
In  specification  containers  5  or  5B 
(§8  78.80  or  78.82  of  this  chapter)  metal 
barrels  or  drums,  17H  (§78.118  of  this 
chapter)  metal  drums  (single-trip),  or 
lOB  (§  78.156  of  this  chapter)  wooden 
barrels  or  kegs,  with  inside  container 
which  must  be  a  bag  made  of  4-ounce 
duck.  Inside  the  bag  and  over  the  lead 
azide  there  must  be  placed  a  cap  of  the 
same  fabric,  of  the  same  diameter  as  the 
bag.  The  bag  must  be  securely  tied  and 
placed  in  a  strong  grain  bag.  This  grain 
bag  must  also  be  securely  tied.  The  dry 
weight  of  lead  azide  in  one  container 
must  not  exceed  150  pounds.  The  bag 
and  contents  must  be  packed  in  the  cen¬ 
ter  of  the  wooden  barrel  or  keg,  metal 
barrel  or  drum,  and  must  be  entirely 
surrounded  by  not  less  than  3  Inches  of 
well-packed  sawdust  saturated  with 
water.  The  wooden  barrel  or  keg.  or 
metal  barrel  or  drum,  must  be  lined  with 
a  heavy,  close-fitting,  jute  bag  closed  by 
secure  sewing  to  prevent  escape  of  saw¬ 
dust.  The  barrel,  keg,  or  drum  must  be 
inspected  carefully  and  all  leaks 
stopped. 

•  •  0  •  • 

2.  Amend  §  73.91,  paragraph  (e)  (1) 
(15  F.  R.  8294,  Dec.  2,  1950)  (49  CFR 
73.91,  1950  Rev.)  to  read  as  follows: 

§  73.91  Special  firevoorks.  •  *  • 

(e)  •  •  • 

(1)  Spec.  15A.  15B,  16A.  or  19A 
(§  78.168,  78.169,  78.185,  or  78.190  of  this 
chapter).  Wooden  boxes,  or  spec.  12B 
(§  78.205  of  this  chapter)  fiberboard 
boxes,  with  inside  containers  which  must 
be  any  Inside  container  sufficiently 
strong  to  retain  contents  not  exceeding 
2  ounces  each.  If  bottles  are  used,  each 
bottle  must  be  packed  in  a  securely 
closed  fiber  mailing  tube  having  metal 
ends.  Not  more  than  4  dozen  2-ounce 
bottles  may  be  packed  in  an  outer 
wooden  box.  When  packed  in  units  not 
exceeding  1  ounce  each  without  bottles 
in  similar  fiber  mailing  tubes  and  outer 
wooden  boxes,  the  gross  weight  of  one 
outside  box  must  not  exceed  150  pounds. 
Gross  weight  of  fiberboard  box  not  to 
exceed  65  pounds. 

0  0  0  •  * 

3.  Amend  §  73.100,  paragraphs  (a), 
(r)  (7)  and  (s)  (15  F.  R.  8295,  8296,  Dec. 
2,  1950)  (16  F.  R.  11777,  Nov.  21.  1951) 
(49  CFR  1950  Rev.,  1951  Supp.,  73.100) 
to  read  as  follows; 

§  73.100  Definitions  of  class  C  explo¬ 
sives.  (a)  Explosives,  class  C.  are  de¬ 
fined  as  certain  types  of  manufactured 
articles  which  contain  class  A.  or  class  B 
explosives,  or  both,  as  components  but  in 
restricted  quantities,  and  certain  types 
of  fireworks.  These  explosives  are  fur¬ 
ther  specifically  described  in  this  section. 
•  •  •  •  • 

(r)  •  •  • 
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(7)  Railway  fusees,  truck  flares,  hand 
ship  distress  signals,  illuminating 
torches,  smoke  candles,  smoke  signals 
and  smoke  pots.  Total  pyrotechnic  com¬ 
position  of  illuminating  torches  not  to 
exceed  one  hundred  grams  each  in 
weight. 

•  •  •  •  • 

(s)  Igniter  cord  consists  of  a  wire,  w'ith 
or  without  textile  countering,  uniformly 
covered  with  a  combustible  chemical 
mixture,  countered  with  strands  of  wire 
and  overspun  with  textile  yarns  and  or 
wire,  and  w-ater  resistant  coatings  which, 
when  ignited,  burns  at  various  rates  ac¬ 
cording  to  design.  Igniter  cord  must  be 
packed  in  strong,  tight,  outside  fiber - 
board  boxes  or  drums,  wooden  boxes  or 
metal  containers,  plainly  marked  “Ig¬ 
niter  Cord’’. 

SUBPART  C — FLAMMABLE  LIQUIDS;  DEFINI¬ 
TION  AND  PREPARATION 

1.  Add  paragraph  (c)  (21)  to  §  73.118 
(15  P.  R.  8298.  Dec.  2.  1950)  (49  CFR 
73.118.  1950'\lev.)  to  read  as  follow’s: 

§  73.118  Exemptions  for  flammable 
liquids.  •  •  • 

(c)  •  •  • 

(21)  Vinyl  trichlorosilane. 

2.  Add  paragraph  (b)  to  §  73.120  (15 
P.  R.  8300,  Dec.  2.  1950)  (49  CPR  73.120, 
1950  Rev.)  to  read  as  follow's: 

§  73.120  Automobiles.  motorcycles, 
tractors,  or  other  self-propelled  vehi¬ 
cles.  •  •  • 

(b)  Engines  or  motors  (internal  com¬ 
bustion)  employing  liquid  fuel  classed  as 
flammable  liquid  in  this  chapter, 
whether  shipped  separately  or  as  a  part 
of  other  apparatus,  unless  specifically 
exempt  in  paragraph  (a)  of  this  section, 
must  have  their  fuel  tanks  completely 
drained. 

3.  Amend  §  73.135.  Introductory  text 
of  paragraph  (a)  (15  P.  R.  8302,  Dec.  2, 
1950)  (49  CPR  73.135, 1950  Rev.)  to  read 
as  follows: 

§  73.135  Ethyl  trichlorosilane  and 
vinyl  trichlorosilane.  (a)  Ethyl  trichlo¬ 
rosilane  and  vinyl  trichlorosilane  must 
be  packed  In  specification  containers  as 
follow's: 

•  •  *  •  * 

SUBPART  D — FLAMMABLE  SOLIDS  AND  OXODIZ- 

ING  MATERIALS ;  DEFINITION  AND  PREPARA¬ 
TION 

1.  Add  paragraph  (c)  (61)  to  §  73.153 
(15  P.  R.  8303,  Dec.  2,  1950)  (49  CPR 
73.153,  1950  Rev.)  to  read  as  follows: 

§  73.153  Exemptions  for  flammable 
solids  and  oxidizing  materials.  •  •  • 

(c)  •  •  • 

(61)  Calcium,  metallic,  crystalline. 
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rounded  by  corrugated  fiberboard  or 
equally  efficient  cushioning  material. 
Authorized  only  for  lauroyl  peroxide, 
dry. 

3.  Amend  §  73.208,  paragraph  (a)  (1) 
(16  P.  R.  9374,  Sept.  15,  1951)  (49  CPR 
1950  Rev.,  1951  Supp.,  73.208)  to  read 
as  follows: 

§  73.208  Titanium  metal  powder,  wet 
or  dry.  (a)  •  *  • 

(1)  Spec.  15A  or  15B  (§§  78.168  or 
78.169  of  this  chapter).  Wooden  boxes 
with  inside  metal  cans  not  exceeding  1 
gallon  each,  tightly  and  securely  closed, 
and  not  more  than  12  such  inside  metal 
cans  in  one  outside  package;  or  not 
more  than  1  inside  metal  can  of  not  less 
than  22-gauge  metal  and  not  to  exceed 
10  gallons  capacity,  tightly  and  securely 
closed. 

4.  Add  §  73.231  (15  P.  R.  8312,  Dec.  2. 
1950  (49  CPR  73.231,  1950  Rev.)  to  read 
as  follows: 

§  73.231  Calcium,  metallic,  crystalline. 
(a)  Calcium,  metallic,  crystalline  must 
be  packed  in  specification  containers  as 
follows : 

(1)  Spec.  15  A  or  15B  (§§  78.168  or 
78.169  of  this  chapter).  Wooden  boxes 
with  airtight  inside  metal  containers  not 
over  1  gallon  capacity  each. 

(2)  Spec.  6A.  6B.  or  6C  (§§  78.97, 
78.98,  or  78.99  of  this  chapter).  Metal 
barrels  or  drums,  gross  weight  not  over 
350  pounds. 

(3)  Spec.  17C  (§78.115  of  this  chap¬ 
ter).  Metal  drums  (single-trip),  gross 
weight  not  over  350  pounds. 

5.  Add  §  73.232  (15  P.  R.  8312.  Dec.  2. 
1950)  (49  CPR  73.232, 1950  Rev.)  to  read 
as  follows: 

§  73.232  Tank  cars  containing  resid¬ 
ual  phosphorus,  (a)  Tank  cars  from 
which  phosphorus  has  been  unloaded 
and  from  which  all  residual  phosphorus 
has  not  been  removed  by  thorough 
cleaning  must  be  shipped  filled  with 
water  and  must  be  placarded  by  the 
shipper  with  placards  prescribed  in 
§  74.555  of  this  chapter. 

SUBPART  E — ACIDS  AND  OTHER  CORROSIVE 

liquids;  definition  and  preparation 

1.  Add  §  73.257,  paragraph  (a)  (7)  (15 
P.  R.  8315,  Dec.  2,  1950)  (49  CFR  73.257, 
1950  Rev.)  to  read  as  follows: 

§  73.257  Electrolyte  (acid)  or  corro¬ 
sive  battery  fluid,  (a)  •  *  • 

(7)  Spec.  15A,  15B.  15C,  16A,  or  19A 
(§§  78.168,  78.169,  78.170,  78.185,  or 

78,190  of  this  chapter).  Wooden  boxes 
W’ith  inside  containers  of  polyethylene, 
or  other  electrolyte  acid  resistant  plas¬ 
tic,  not  over  1  gallon  each. 


2.  Add  paragraph  (a)  (3)  to  §73.158 
(15  F.  R.  8304,  Dec.  2.  1950)  (49  CFR 
73.158,  1950  Rev.)  to  read  as  follows: 

§  73.158  Benzoyl  peroxide,  dry,  lau¬ 
royl  peroxide,  dry,  chlorobenzoyl  perox¬ 
ide  (para),  dry.  or  succinic  acid  perox¬ 
ide.  dry.  (a)  •  •  • 

(3)  Spec.  12B  (§  78.205  of  this  chap¬ 
ter).  Fiberboard  boxes,  with  inside  fiber 
containers  securely  closed  by  taping  or 
gluing,  not  over  1  pound  capacity  each. 
Each  inside  container  must  be  sur- 


2.  Amend  §  73.260,  paragraph  (c)  (15 
F.  R.  8316,  Dec.  2,  1950)  (49  CFR  73.260, 
1950  Rev.)  to  read  as  follows: 

§  73.260  Electric  storage  batteries. 

•  *  • 

(c)  Single  batteries  not  exceeding  75 
pounds  each,  in  addition  to  requirements 
of  paragraphs  (a)  and  (b)  of  this  sec¬ 
tion,  may  be  shipped  in  5-sided  slip 
covers  or  in  completely  closed  fiberboard 
boxes,  of  solid  or  double-faced  corru¬ 
gated  fiberboard  complying  with  the 


following:  (See  par.  (a)  (1)  of  this  sec¬ 
tion  for  more  than  one  battery  in  an 
outside  container.) 

(1)  Slip  cover  or  fiberboard  box  must 
fit  snugly  and  provide  inside  top  clear¬ 
ance  of  at  least  Vz  inch  above  battery 
terminals  and  filler  caps  with  reinforce¬ 
ment  in  place.  Assembled  for  shipment, 
the  bottom  edges  of  the  slip  cover  must 
not  extend  to  the  base  of  the  battery 
but  must  not  expose  more  than  V2  inch 
thereof. 

(2)  Top  of  slip  cover  or  fiberboard 
box  must  have  interior  reinforcement 
(insert  or  saddle)  of  fiberboard,  wood, 
or  other  material  of  equal  strength  and 
rigidity  so  formed  that  any  superim¬ 
posed  weight  will  bear  only  and  directly 
downward  on  the  top  edges  of  the  bat¬ 
tery  case  or  intercell  connectors  (straps). 
When  top  of  slip  cover  or  fiberboard  box 
consists  of  only  one  thickness  of  mate¬ 
rial.  reinforcement  must  have  a  plane 
surface  of  same  interior  dimensions  and 
thickness.  Reinforcement  must  be  of  a 
height  to  provide  minimum  clearance  re¬ 
quired  above  and  must  be  constructed  to 
remain  securely  in  place  or  be  fastened 
to  slip  cover  or  fiberboard  box. 

(3)  All  fiberboard  must  be  at  least 
200 -pound  test  (Mullen)  and  completed 
package  (battery  and  slip  cover  or  fiber- 
board  box)  must  be  capable  of  with¬ 
standing  top-to-bottom  compression  test 
of  at  least  500  pounds  w’ithout  damage 
to  battery  terminals  or  filler  caps. 

3.  Amend  §  73.267,  paragraph  (a)  (2) 
(16  F.  R.  9375.  Sept.  15,  1951)  and  add 
paragraph  (a)  (9)  of  this  section  (15 
P.  R.  8319,  Dec.  2,  1950)  (49  CFR  1950 
Rev.,  1951  Supp.,  73.267)  to  read  as 
f  ollow's : 

§  73.267  Mixed  acid  (nitric  arid  sul¬ 
furic  acid)  (nitrating  acid),  ^a) 

0  0  0 

(2)  Spec.  5C  (§  78.83  of  this  chapter).. 
Metal  barrels  or  drums  of  Type  304  ELC 
or  347  stainless  steel  only.  (See  para¬ 
graph  (b)  of  this  section.) 

•  «  •  *  * 

(9)  Spec.  5A  (§  78.81  of  this  chapter). 
Carbon  steel  barrels  or  drums.  Author¬ 
ized  only  for  mixed  acids  containing  less 
than  80  percent  nitric  acid.  (See  par¬ 
agraph  (b)  of  this  section.) 

*  *  *  *  • 

4.  Amend  §  73.268,  paragraph  (b)  (D 
(16  F.  R.  9375.  Sept.  15,  1951)  (49  CFR 
1950  Rev.,  1951  Supp.,  73.268)  to  read  as 
follow's: 

§  73.268  Nitric  acid.  •  •  • 

(b)  •  *  • 

(1)  Spec.  103C.  103C-W,  or  103A-Afi- 
W  (§§  78.268,  78.283,  or  78.292  of  this 

chapter) .  Tank  cars. 

•  •  *  •  • 

SUBPART  F — COMPRESSED  GASES ;  DEFINITION 
AND  PREPARATION 

1.  Amend  §  73.306,  paragraph  (b)  (15 
F.  R.  8326,  Dec.  2,  1950)  (49  CFR  73.306, 
1950  Rev.)  to  read  as  follow’s: 

§  73.306  Liquefied  gases,  except  gas  in 
solution  or  poisonous  gas.  •  •  • 

(b)  Mixtures  containing  compressed 
gas  or  gases  including  insecticides,  which 
mixtures  are  nonpoisonous  and  non¬ 
flammable  under  this  part  must  be 
shipped  in  cylinders  as  prescribed  in 


FEDERAL  REGISTER 


4295 


Saturday,  May  10,  1952 

paragraph  (a)  of  this  section,  or  as 
follows: 

«  •  •  •  • 

SUPPART  G — POISONOUS  ARTICLES;  DEFINI¬ 
TION  AND  preparation 

1.  Amend  §  73.326,  paragraph  (b)  (15 
F.  R.  8332,  Dec.  2,  1950)  (49  CFR  73.326, 
1950  Rev.)  to  read  as  follows: 

§  73.326  Extremely  dangerous  poi¬ 
sons,  class  A,  poison  gas  label;  definition. 

•  *  • 

(b)  Poisonous  gases  or  liquids,  class 
A.  as  defined  in  paragraph  (a)  of  this 
section,  except  as  provided  in  S  73.331, 
must  not  be  offered  for  transportation  by 
rail  express. 

2.  Amend  §  73.334,  Introductory  text 
of  paragraph  (a)  (16  F.  R.  5326,  June  6, 
1951)  (49  CPR  1950  Rev.,  1951  Supp., 
73.334)  to  read  as  follows: 

5  73.334  Hexaethyl  tetraphosphate, 
parathion,  tetraethyl  dithio  pyrophos¬ 
phate,  and  tetraethyl  pyrophosphate, 
mixtures  with  compressed  gas.  (a) 
Hexaethyl  tetraphosphate,  parathion, 
tetraethyl  dithio  pyrophosphate,  and 
tetraethyl  pyrophosphate,  mixtures  with 
compressed  gas,  containing  not  more 
than  10  percent  by  weight  of  hexaethyl 
tetraphosphate,  parathion,  tetraethyl 
dithio  pyrophosphate,  or  tetraethyl  py¬ 
rophosphate  must  be  packed  in  specifi¬ 
cation  containers  as  follows: 

*  *  *  •  • 

3.  Add  paragraphs  (b)  (10),  (b)  (11), 
(b)  (12)  and  (b)  (13)  to  5  73.345  (15 
P.  R.  8334,  Dec.  2,  1950)  (49  CFR  73.345, 

1950  Rev.)  to  read  as  follows: 

5  73.345  Exemptions  for  poisonous 
liquids,  class  B.  *  *  * 

(b)  *  *  • 

(10)  Hexaethyl  tetraphosphate. 

(11)  Methyl  parathion. 

(12)  Tetraethyl  dithio  pyrophosphate. 

(13)  Tetraethyl  pyrophosphate. 

4.  Amend  entire  §  73.358  (16  F.  R. 
11779,  Nov.  21,  1951)  (49  CFR  1950  Rev., 

1951  Supp.,  73.358)  to  read  as  follows: 

§  73.358  Hexaethyl  tetraphosphate, 
methyl  parathion,  parathion,  tetra¬ 
ethyl  dithio  pyrophosphate,  and  tetra-' 
ethyl  pyrophosphate,  liquid,  (a)  Hexa¬ 
ethyl  tetraphosphate,  methyl  parathion, 
parathion,  tetraethyl  dithio  pyrophos¬ 
phate,  and  tetraethyl  pyrophosphate, 
liquid  must  be  packed  in  specification 
containers  as  follows: 

(1)  Spec.  5,  5A,  or  5B  (§§  78.80,  78.81, 
or  78.82  of  this  chapter).  Metal  barrels 
or  drums,  with  openings  not  exceeding 

2.3  inches  in  diameter. 

(2)  Spec.  17C  (§78.115  of  this  chap¬ 
ter).  Metal  drums  (single-trip),  with 
openings  not  exceeding  2.3  inches  in 
diameter. 

<3)  Spec.  15A  or  15B  (§§  78.168  or 
78.169  of  this  chapter).  Wooden  boxes, 
with  metal  inside  containers  of  not  over 
5  gallons  capacity  each. 

(4)  Spec.  12B  (§  78.205  of  this  chap¬ 
ter).  Fiberboard  boxes,  with  inside 
glass  bottles  not  over  1  gallon  capacity 
each,  securely  cushioned  in  liquid-tight 
metal  cans. 

(5)  Spec.  21B  (§  78.223  of  this  chap¬ 
ter).  Fiber  drums,  with  inside  glass 


containers  not  over  1  gallon  capacity 
0dcli 

(6)  Spec.  37D  (§  78.125  of  this  chap¬ 
ter).  Metal  drums  (single-trip),  with 
Inside  glass  containers  not  over  1  gallon 
capacity  each. 

(7)  C?ylinders  as  prescribed  for  any 
compressed  gas,  except  acetylene,  are 
also  authorized. 

5.  Amend  entire  5  73.359  (16  F.  R. 
11779, 11780,  Nov.  21, 1951)  (49  CFR  1950 
Rev.,  1951  Supp.,  73.359)  to  read  as 
follows : 

§  73.359  Hexaethyl  tetraphosphate 
mixtures,  methyl  parathion  mixtures, 
parathion  mixtures,  tetraethyl  dithio 
pyrophosphate  mixtures,  and  tetraethyl 
pyrophosphate  mixtures,  liquid,  (a) 
Hexaethyl  tetraphosphate  mixtures, 
methyl  parathion  mixtures,  parathion 
mixtiures,  tetraethyl  dithio  pyrophos¬ 
phate  mixtures,  and  tetraethyl  pyrophos¬ 
phate  mixtures  (solutions,  emulsions,  or 
emulsifiable  liquids)  containing  not  more 
than  50  percent  hexaethyl  tetraphos¬ 
phate,  methyl  parathion,  parathion, 
tetraethyl  dithio  pyrophosphate,  o  r 
tetraethyl  pyrophosphate  by  weight, 
must  be  packed  in  specification  con¬ 
tainers  as  follows; 

(1)  Spec.  5.  5A,  or  5B  (§§  78.80,  78.81, 
or  78.82  of  this  chapter).  Metal  barrels 
or  drums,  with  openings  not  exceeding 

2.3  inches  in  diameter. 

(2)  Spec.  17C  (§78.115  of  this  chap¬ 
ter).  Metal  drums  ( single- trip ) ,  with 
openings  not  exceeding  2.3  inches  in 
diameter. 

(3)  Spec.  17E  (§78.116  of  this  chap¬ 
ter).  Metal  drums  (single-trip),  with 
openings  not  exceeding  2.3  inches  in  di¬ 
ameter.  Capacity  not  to  exceed  10  gal¬ 
lons.  Authorized  only  for  mixtures  not 
classed  as  flammable  under  these  regu¬ 
lations. 

(4)  Spec.  15A.  15B,  or  15C  (§§  78.168, 
78.169,  or  78.170  of  this  chapter). 
Wooden  boxes,  with  metal  Inside  con¬ 
tainers  not  over  10  gallons  capacity 
each. 

(5)  Spec.  12B  (§  78.205  of  this  chap¬ 
ter).  Fiberboard  boxes,  with  inside 
glass  bottles  not  over  1  gallon  capacity 
each,  securely  cushioned  in  liquid-tight 
metal  cans. 

(6)  Spec.  21B  (§  78.223  of  this  chap¬ 
ter).  Fiber  drums,  with  inside  glass 
containers  not  over  1  gallon  capacity 
each. 

(7)  Spec.  37D  (§  78.125  of  this  chap¬ 
ter).  Metal  drums  (single-trip),  with 
inside  glass  containers  not  over  1  gallon 
capacity  each. 

(b)  Hexaethyl  tetraphosphate  mix¬ 
tures.  methyl  parathion  mixtures, 
parathion  mixtures,  tetraethyl  dithio 
pyrophosphate  mixtures,  and  tetraethyl 
pyrophosphate  mixtures  (solutions, 
emulsions,  or  emulsifiable  liquids)  con¬ 
taining  more  than  50  percent  hexaethyl 
tetraphosphate,  methyl  parathion,  para¬ 
thion.  tetraethyl  dithio  pyrophosphate, 
or  tetraethyl  psrrophosphate  by  weight, 
must  be  packed  in  specification  con¬ 
tainers  as  follows: 

(1)  Spec.  5,  5A.  or  5B  (§§  78.80,  78.81, 
or  78.82  of  this  chapter).  Metal  barrels 
or  drums,  with  openings  not  exceeding 

2.3  inches  in  diameter. 


(2)  Spec.  17C  (§  78.115  of  this  chap¬ 
ter).  Metal  drums  (single-trip),  with 
openings  not  exceeding  2.3  inches  in 
diameter. 

(3)  Spec.  15A  or  15B  (§§  78.168  or 
78.169  of  this  chapter) .  Wooden  boxes, 
with  metal  inside  containers  not  over  5 
gallons  capacity  each. 

(4)  Spec.  12B  (§  78.205  of  this  chap¬ 
ter).  Fiberboard  b-'xes,  with  inside 
glass  bottles  not  over'l  gallon  capacity 
each,  securely  cushioned  in  liquid-tight 
metal  cans. 

(5)  Spw.  21B  (§  78.223  of  this  chap¬ 
ter).  Fiber  drums,  with  inside  glass 
containers  not  over  1  gallon  capacity 
each. 

(6)  Spec,  37D  (§  78.125  of  this  chap¬ 
ter).  Metal  drums  (single-trip),  with 
Inside  glass  containers  not  over  1  gallon 
capacity  each: 

(c)  Hexaethyl  tetraphosphate  mix¬ 
tures,  methyl  parathion  mixtures,  para¬ 
thion  mixtures,  tetraethyl  dithio  pyro¬ 
phosphate  mixtures,  and  tetraethyl 
pyrophosphate  mixtures  (solutions, 
emulsions,  or  emulsifiable  liquids)  con¬ 
taining  not  more  than  25  percent  hexa¬ 
ethyl  tetraphosphate.  methyl  parathion, 
parathion,  tetraethyl  dithio  pyrophos¬ 
phate,  or  tetraethyl  pyrophosphate  by 
weight,  in  inside  metal  containers  not 
over  8  fluid  ounces  capacity  each,  packed 
in  strong  outside  containers  together 
with  sufficient  absorbent  material  to 
completely  absorb  the  liquid  in  the  event 
of  leakage,  are  exempt  from  specification 
packaging,  marking,  and  labeling  re¬ 
quirements. 

6.  Amend  §  73.377,  introductory  text 
of  paragraph  (a)  and  (e)  (16  F.  R.  11780, 
Nov.  21,  1951)  (49  CFR  1950  Rev.,  1951 
Supp.,  73.377)  to  read  as  follows: 

§  73.377  Hexaethyl  tetraphosphate 
mixtures,  parathion  mixtures,  tetraethyl 
dithio  pyrophosphate  mixtures,  and 
tetraethyl  pyrophosphate  mixtures,  dry. 
(a)  Hexaethyl  tetraphosphate  mixtures, 
parathion  mixtures,  tetraethyl  dithio 
pyrophosphate  mixtures,  and  tetraethyl 
pyrophosphate  mixtures  in  which  the 
liquid  is  absorbed  in  concentrations 
greater  than  2  percent  but  not  exceeding 
27  percent  in  an  inert  dry  material  so  as 
to  form  a  dry  mixture,  must  be  packed 
in  specification  containers  as  follows: 

•  «  •  *  « 

(e)  Dry  mixtures  containing  not  more 
than  2  percent  by  w’eight  of  hexaethyl 
tetraphosphate,  parathion,  tetraethyl 
dithio  psTophosphate,  or  tetraethyl 
pyrophosphate,  and  in  which  the  liquid 
is  absorbed  in  an  inert  material,  are 
exempt  from  specification  packaging, 
marking,  and  labeling  requirements. 

7.  Add  paragraph  (a)  (5)  to  §  73.378 
(16  F.  R.  11780,  Nov.  21.  1951)  (49  CFR 
1950  Rev.,  1951  Supp.,  73.378)  to  read  as 
follows : 

§  73.378  Beryllium  metal  powder. 

(a)  •  •  • 

(5)  Spec.  21A  or  21B  (§§  78.222  or 
78.223  of  this  chapter).  Fiber  drums, 
with  inside  glass  or  metal  containers  of 
not  over  25  pounds  capacity  each. 

(Sec.  204,  49  Stat.  546,  as  amended,  sec.  835, 
62  Stot.  739;  49  U.  S.  C.  304,  18  U.  S.  C.  Sup. 
835) 
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Part  74 — Carriers  by  Rail  Freight 

eUBPART  A — LOADING.  tlNLOADING,  PLACARD¬ 
ING  AND  HANDLING  CARS;  LOADING  PACK¬ 
AGES  INTO  CARS 

1.  Amend  §  74.525,  paragraph  (b)  (12) 
(15  P.  R.  8346.  Dec.  2.  1950)  (49  CFR 
74.525,  1950  Rev.)  to  read  as  follows: 

§  74.525  Loading  packages  of  explo» 
gives  in  cars,  selection,  preparation,  in¬ 
spection  of  car  and  certificate.  *  *  * 

(b)  •  •  * 

(12)  A  car  must  not  be  loaded  with 
any  explosives,  class  A,  until  it  shall  have 
been  thoroughly  inspected  by  a  compe¬ 
tent  employee  of  the  carrier  who  shall 
certify  as  to  its  proper  condition  under 
this  section  and  shall  sign  certificate  No. 
1  prescribed  in  paragraph  (c)  (2)  and 
(3)  of  this  section. 

»  •  •  •  • 

2.  Amend  §  74.526,  paragraph  (1)  (16 
F.  R.  5326,  June  6.  1951)  (49  CFR  1950 
Rev.,  1951  Supp.,  74.526)  to  read  as 
follows: 

§  74.526  Loading  explosives  into  cars. 

•  •  • 

(1)  Explosives,  class  A,  must  not  be 
loaded,  transported,  or  stored  in  cars 
equipped  with  any  type  of  lighted  heater 
or  open-fiame  device,  or  in  cars  equipped 
wath  any  apparatus  or  mechanism  utiliz¬ 
ing  an  internal  combustion  engine  in  its 
operation. 

•  •  «  •  • 

3.  Amend  §  74.529,  paragraph  (a)  (16 
F.  R.  5326,  5327,  June  6.  1951)  (49  CFR 
1950  Rev.,  1951  Supp.,  74.529)  to  read  as 
follows: 

§  74.529  Cars  for  class  B  explosives. 
(a)  Explosives,  class  B,  must  not  be 
loaded,  transported,  or  stored  in  cars 
equipped  with  any  type  of  lighted  heater 
or  open-flame  device,  or  in  cars  equipped 
with  any  apparatus  or  mechanism  utiliz¬ 
ing  an  internal  combustion  engine  in  its 
operation. 

•  *  •  •  * 

4.  Amend  §  74.532,  paragraph  (b)  (16 
P.  R.  5327,  June  6.  1951)  (49  CFR  1950 
Rev.,  1951  Supp.,  74.532)  to  read  as 
follows: 

§  74.532  Loading  other  dangerous  ar¬ 
ticles  into  cars.  *  *  * 

(b)  Flammable  liquids  (red  label)  and 
flammable  compressed  gases  (red  gas 
label)  must  not  be  loaded,  transported, 
or  stored  in  cars  equipped  with  any  type 
of  lighted  heater  or  open-flame  device, 
or  in  cars  equipped  with  any  apparatus 
or  mechanism  utilizing  an  internal  com¬ 
bustion  engine  in  its  operation. 

•  •  •  *  • 

SUBPART  B — LOADING  AND  STORAGE  CHART 

OF  EXPLOSIVES  AND  OTHER  DANGEROUS 

ARTICLES 

Amend  footnote  b  of  chart  in  para¬ 
graph  (a)  of  §  74.538  (17  F.  R.  1563,  Feb. 
20.  1952)  (49  CFR  74.538,  1950  Rev.)  to 
read  as  follows: 

§  74.538  Loading  and  storage  chart  of 
explosives  and  other  dangerous  articles. 

(a)  •  •  • 

*  Unless  loaded  In  opptosite  ends  of  car, 
acids  or  other  corrosive  liquids,  white  label, 
must  not  be  loaded  with  yellow  label  arti¬ 


cles,  ammunition  for  cannon  with  or  without 
projectiles,  or  propellant  explosives. 

*  *  •  •  • 

SUBPART  D— UNLOADING  FROM  CARS 

Add  paragraph  (c)  to  §  74.562  (15  F.  R. 
8353,  Dec.  2.  1950)  (49  CFR  74.562,  1950 
Rev.)  to  read  as  follows: 

§  74.562  Removal  of  placards  and  car 
certificate  after  unloading.  *  •  • 

(c)  Tank  cars  filled  with  water  after 
unloading  phosphorus  must  have  the 
“Dangerous”  placards  replaced  by  the 
caution  placard  for  residual  phosphorus 
as  prescribed  in  §  74.555. 

SUBPART  E — HANDLING  OF  CARRIERS  BY 
RAIL  FREIGHT 

1.  Amend  §  74.582,  paragraph  (a)  (15 
F.  R.  8354,  Dec.  2.  1950)  (49  CFR  74.582, 
1950  Rev.)  to  read  as  follows: 


§  74.582  Movement  to  be  expedited. 
(a)  Carriers  must  forward  shipments  of 
explosives  and  other  dangerous  articles 
promptly  and  within  48  hours,  Sundays 
and  holidays  excluded,  after  acceptance 
at  originating  point  or  receipt  at  any 
yard,  transfer  station  or  interchange 
point,  except  that  where  bi-weekly  or 
weekly  service  only  is  performed,  ship¬ 
ments  of  explosives  and  other  dangerous 
articles  must  be  forwarded  on  the  first 
available  train. 

*  *  •  •  • 

2.  Amend  §  74.584,  paragraph  (a) 
Table  and  (f)  (17  F.  R.  1563,  Feb.  20, 
1952)  (15  F.  R.  8354,  8355,  Dec.  2.  1950) 
(49  CFR  1950  Rev.,  1951  Supp.,  74.584) 
to  read  as  follows: 

§  74.584  Waybills,  switching  orders, 
or  other  billing,  (a)  •  •  • 


Label  notation  to 
follow  entry  of 
the  article  on 
the  billing 

Placard  notation  to 
follow  entry  of  the 
article  on  the  billing 

Placard  endorse¬ 
ment  mast  be 
high  and  apiiear 
on  the  billing 
near  the  space 
provided  for  the 
car  numlnr 

For  hifch  explosives,  initiating  explosives  and  low 

None . . 

“Explosives  Placard”. 

“Explosives.” 

explo.sives,  class  A. 

For  expKsive  chemical  ammunition  containing 

Poison  gas  label... 

“Explosives  and  Poi- 

“Explosives”  and 
“Poison  Gas.” 

class  A  poison  gas. 

son  Gas  Placard.” 

For  explosives,  class  B _ 

None . 

“Dangerous  Placard”. 
None . 

“Dangeroii.s.” 

For  explosives,  class  C _ _ _ _ _ .... 

None . . 

For  flammable  liuuids . . 

Red  label . 

“Dangerous  Placard”. 
“Dangerous  Placard”. 

“Dangerou.s.” 

“Dangerous.” 

“Dangerous.” 

“Dangerous.” 

For  flammable  solids _ _ 

Yellow  lab«‘l . 

“Dangerous  Placard”. 
“Dangerous  Placard”. 
None . . . 

For  compressed  nonflammable  gases  in  containers 
other  than  tank  cars. 

For  compressed  nonflammable  gases  in  tank  cars.. 

Green  label....... 

None . 

“Dangerous  Placard.. 

“Dangerous  ” 
“Dangerous.” 

For  oompresse<l  flammable  gases . 

Red  gas  label . 

“Dangerous  Placard”. 

For  poisonous  gases  or  liquids,  class  A _ _ 

Poison  gas  label... 
Poison  lah<'l 

“Poison  Gas  Placard”. 

“Poison  Gas.” 

For  poisonous  liquids  or  solids,  class  B . 

“Dangerous  Placard”. 
“Caution— this  car 

“Dangerous." 
"Caution-  Kosid- 

For  tank  cars,  filled  with  water  and  last  containing 

None . 

phosphorus. 

contains  residual 

ual  Phosphorus. 

For  tear  gases,  class  C . . . 

Tear  gas  label . 

phosphorus  and 

must  be  kept  filled 
with  water.” 

For  radioactive  materials,  class  D,  poison . 

Radioactive  ma- 

“Dangerous  class  D 

“Dangerou.s  class 

tcrials  label. 

Poi.son  Placard.”  1 

D  Poison.” 

•  •  •  #  * 

(f)  The  car  ticket,  card  waybill,  run¬ 
ning  slip,  envelope  containing  waybills, 
or  any  other  billing  for  any  loaded  car 
which  in  this  chapter  should  bear  “Ex¬ 
plosives,”  “Dangerous,”  “Dangerous- 
Class  D  Poison,”  or  “Poison  Gas”  pla¬ 
cards  must  have  plainly  stamped,  or 
plainly  written  on  the  face  of  such 
billing;  near  the  car  number,  in  letters 
not  less  than  three-eighths  of  an  inch 
high,  the  words  “Explosive,”  “Danger¬ 
ous.”  “Dangerous — Class  D  Poison,”  or 
“Poison  Gas”;  and  for  container  cars 
must  also  show  which  of  the  containers 
loaded  thereon  contain  dangerous  ar¬ 
ticles. 

•  *  *  *  • 

3.  In  §  74.589,  amend  the  first  para¬ 
graph  in  paragraphs  (b),  (h)  (3),  (h) 
(9).  and  (j)  (9)  (15  F.  R.  8356,  Dec.  2, 
1950)  (49  CFR  74.589,  1950  Rev.)  to  read 
as  follows: 


certificates  lost  in  transit  shall  be  re¬ 
placed  at  next  inspection  point  and  those 
not  required  shall  be  removed. 

*  •  *  •  • 

(h)  *  •  • 

(3)  Any  car  placarded  “Dangerous" 
or  “Dangerous — Class  D  Poison.” 

•  •  *  •  • 

(9)  Car  equipped  with  automatic  re¬ 
frigeration  or  any  other  apparatus  uti¬ 
lizing  an  open-flame  light  or  an  internal 
combustion  engine  in  its  operation. 

•  *  *  *  • 

(j)  •  •  • 

(9)  Car  equipped  with  automatic  re¬ 
frigeration  or  any  other  apparatus  uti¬ 
lizing  an  open-flame  light  or  an  internal 
combustion  engine  in  its  operation. 

***** 
(Sec.  204,  49  Stat.  546,  as  amended,  sec.  835, 
62  Stat.  739;  49  U.  S.  C.  304,  18  U.  S.  C.  Sup. 
835) 


§  74.589  Handling  cars.  *  *  * 

(b)  Placards  on  cars.  A  car  requiring 
car  certificates  and  “Explosives,”  “Dan¬ 
gerous,”  “Dangerous — Class  D  Poison.” 
“Poison  Gas,”  or  “Caution — Residual 
Phosphorus”  placards  under  the  provi¬ 
sions  of  this  part  shall  not  be  trans¬ 
ported  unless  such  freight  car  is  at  all 
times  placarded  and  certificated  as  re¬ 
quired  by  this  part.  Placards  and  car 


Part  75 — Regulations  Applying  to 
Carriers  by  Rail  Express 

SUBPART  A — transportation  OF  EXPLOSIVES 
BY  THE  RAILWAY  EXPRESS  AGENCY  INCOR¬ 
PORATED,  IN  PASSENGER  OR  EXPRESS  TRAIN 
SERVICE 

Amend  8  75.655,  paragraph  (d)  (15 
F.  R.  8359,  Dec.  2,  1950)  (49  CFR  75.655, 
1950  Rev.)  to  read  as  follows: 
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I  75.655  Protection  of  packages^ 

•  •  • 

(d)  Shipments  of  explosives  or  other 
dangerous  articles,  except  poisons  and 
nonflammable  compressed  gases,  when 
transported  in  passenger  carrying  trains, 
should  be  loaded  in  the  car  occupied  by 
an  express  employee  or  in  connecting 
cars  to  which  an  express  employee  has 
access  through  end  doors,  and  in  a  place 
that  will  permit  their  ready  removal  in 
case  of  Are.  They  must  not  be  loatled 
in  cars  or  stored  in  stations  near  steam 
pipes  or  other  sources  of  heat.  Explo¬ 
sives,  flammable  liquids  (red  label),  and 
flammable  compressed  gases  (red  gas 
label)  must  not  be  loaded,  transported, 
or  stored  in  cars  or  stations  equipped 
with  lighted  heaters  or  where  open-flame 
lights  or  stoves  are  used.  No  placards 
are  required  on  such  cars  when  occupied 
by  an  express  employee.  Shipments 
bearing  poison  label,  when  practicable, 
should  be  loaded  in  sealed  cars;  when 
loaded  in  cars  occupied  by  messenger, 
care  should  be  taken  to  prevent  any  con¬ 
tents  sifting  or  leaking  from  containers. 
*  •  •  *  • 

(Sec.  204,  49  Stat.  546,  as  amended,  sec.  835, 
62  Stat.  739;  49  U.  S.  C.  304,  18  U.  S.  C.  Sup. 
835) 


Part  78 — Shipping  Container 
Specifications 

SUBPART  C — specifications  FOR  CYLINDERS 

1.  Add  paragraph  (a)  Note  1  to 
§  78.50-12  (15  P.  R.  8403,  Dec.  2,  1950) 
(49  CFR  78.50-12,  1950  Rev.)  to  read  as 
follows: 

§  78.50-12  Opening  in  cylinders,  (a) 

•  *  • 

Note  1:  A  brass  fitting  may  be  brazed  to 
the  steel  boss  or  fiange  on  cylinders  used  as 
component  parts  of  hand  fire  extinguishers. 

«  *  •  «  « 

2.  Amend  §  78.59-3,  paragraph  (b)  (4) 
(15  P.  R.  8420,  Dec.  2,  1950)  (49  CPR 

78.59- 3,  1950  Rev.)  to  read  as  follows: 

§  78.59-3  Inspection  by  whom  and 
where.  *  *  * 

(b)  *  •  • 

(4)  Prepare  report  on  manufacture  of 
steel  shells  in  form  prescribed  in  §  78.59- 
20  (a).  Purnish  one  copy  to  manufac¬ 
turer  and  three  copies  to  the  company 
that  is  to  complete  the  cylinders. 

•  •  •  «  # 

3.  Amend  §  78.60-3,  paragraph  (b) 
(3)  (15  P.  R.  8422,  Dec.  2.  1950)  (49  CPR 

78.60- 3,  1950  Rev.)  to  read  as  follows: 

§  78.60-3  Inspection  by  whom  and 
where.  *  *  * 

(b)  •  •  • 

(3)  Report  percentage  of  each  speci¬ 
fied  alloying  element  in  the  steel.  Pre¬ 
pare  report  on  manufacture  of  steel 
shells  in  form  prescribed  in  §  78.60-24 
(a).  Purnish  one  copy  to  manufacturer 
and  three  copies  to  the  company  that  is 
to  complete  the  cylinders. 

•  •  •  •  • 

SUBPART  D — SPECIFICATIONS  FOR  METAL 
BARRELS,  DRUMS,  KEGS,  CASES,  TRUNKS 
AND  BOXES 

1.  Amend  §  78.83-11.  Introductory  text 
of  paragraph  (a)  (16  F.  R.  9381,  Sept.  15, 
No.  93 - 3 


1951)  <49  CFR  1950  Rev.,  1951  Supp., 
78.83-11)  to  read  as  follows: 

§  78.83-11  Marking,  (a)  Marking  on 
each  container  by  embossing  on  head 
with  raised  marks,  or  by  embossing  or 
die  stamping  on  footring  on  drums 
equipped  with  footrings,  or  on  metal 
plates  securely  attached  to  drum  by 
welding  not  less  than  20  percent  of  the 
perimeter  as  follows: 

•  •  •  •  • 

2.  Amend  §  78.85-10,  paragraph  (a) 
(3)  (15  F.  R.  8437,  Dec.  2,  1950)  (49  CFR 
78.85-10,  1950  Rev.)  to  read  as  follows: 

8  78.85-10  Marking,  (a)  •  •  * 

(3)  Gauge  of  metal  in  thinnest  part, 
rated  capacity  in  gallons,  and  year  of 
manufacture  (for  example  14-11-50). 
When  gauge  of  metal  in  body  differs 
from  that  in  head,  both  must  be  indi¬ 
cated  with  slanting  line  between  and 
with  gauge  of  body  indicated  first  (for 
example  14/12-11-50  for  body  14  gauge 
and  head  12  gauge). 

3.  Amend  §  78.87-5,  paragraph  (b) 
(15  F.  R.  8438,  Dec.  2.  1950)  (49  CFR 
78.87-5,  1950  Rev.)  to  read  as  follows: 

§  78.87-5  Seams.  •  •  • 

(b)  Head  and  chime  seams  welded  or 
double-seamed.  " 

*  *  *  «  « 

4.  Amend  §  78.115-2,  paragraph  (a) 
(15  P.  R.  8447,  Dec.  2,  1950)  (49  CFR 

78.115- 2,  1950  Rev.)  to  read  as  follow's: 

§  78.115-2  Rated  capacity,  (a)  Rated 
capacity  as  marked,  see  §  78.115-10  (a) 
(3).  Actual  capacity  of  straight-sided 
containers  shall  be  not  less  than  rated 
(marked)  capacity  plus  2  percent,  nor 
greater  than  rated  capacity  plus  2  per¬ 
cent  plus  1  quart,  except  that  for  con¬ 
tainers  over  30  gallons  marked  capacity 
actual  capacity  shall  be  not  less  than 
rated  capacity  plus  2  percent,  nor 
greater  than  rated  capacity  plus  2  per¬ 
cent  plus  1  gallon. 

5.  Amend  §  78.116-2,  paragraph  <a) 
(15  P.  R.  8448,  Dec.  2.  1950)  (49  CFR 

78.116- 2,  1950  Rev.)  to  read  as  follows; 

§78.116-2  Rated  capacity,  (a)  Rated 
capacity  as  marked,  see  §78.116-10  (a) 
(3).  Actual  capacity  of  straight-sided 
containers  shall  be  not  less  than  rated 
(marked)  capacity  plus  2  percent,  nor 
greater  than  rated  capacity  plus  2  per¬ 
cent  plus  1  quart,  except  that  for  con¬ 
tainers  over  30  gallons  marked  capacity 
actual  capacity  shall  be  not  less  than 
rated  capacity  plus  2  percent,  nor  greater 
than  rated  capacity  plus  2  percent  plus 
1  gallon. 

6.  Amend  §  78.117-2,  paragraph  (a) 
(15  P.  R.  8449.  Dec.  2,  1950)  (49  CFR 

78.117- 2,  1950  Rev.)  to  read  as  follow's: 

§78.117-2  Rated  capacity,  (a)  Rated 
capacity  as  marked,  see  §78.117-11  (a) 
(3).  Actual  capacity  of  straight-sided 
containers  shall  be  not  less  than  rated 
(marked)  capacity  plus  2  percent,  nor 
greater  than  rated  capacity  plus  2  per¬ 
cent  plus  1  quart,  except  that  for  con¬ 
tainers  over  30  gallons  marked  capacity 
actual  capacity  shall  be  not  less  than 
rated  capacity  plus  2  percent,  nor  greater 
than  rated  capacity  plus  2  percent  plus 
1  gallon. 


7.  Amend  §  78.118-2,  paragraph  (a) 
<15  P.  R.  8450,  Dec.  2.  1950)  (49  CFR 

78.118-2,  1950  Rev.)  to  read  as  follows: 

§  78.118-2  Rated  capacity,  (a)  Rated 
capacity  as  marked,  see  §  78.118-10  (a) 
(3).  Actual  capacity  of  straight-sided 
containers  shall  be  not  less  than  rated 
(marked)  capacity  plus  2  percent,  nor 
greater  than  rated  capacity  plus  2  per¬ 
cent  plus  1  quart,  except  that  for  con¬ 
tainers  over  30  gallons  marked  capacity 
actual  capacity  shall  be  not  less  than 
rated  capacity  plus  2  percent,  nor  greater 
than  rated  capacity  plus  2  percent  plus 
1  gallon. 

8.  Amend  §  78.125-5,  paragraph  (a) 
table  (16  F.  R.  5329,  June  6.  1951)  (49 
CFR  1950  Rev.,  1951  Supp.,  78.125-5)  to 
read  as  follows. 

§  78.125-5  Parts  and  dimensions. 

(a)  *  •  • 


Marked 
capac¬ 
ity  not 
over 
(cal¬ 
lous) 

Author¬ 

ized 

gross 

weight 

not 

over 

(pounds) 

Type  of  con¬ 
tainer 

Wehled 

side 

S(‘am 

requir¬ 

ed 

Minimum 
thickness  iu 
the  black 
(gauge,  U.  3. 
Standard) 

Body 

sheet 

Head 

sheet 

80 

Straight  side. 

No.... 

24 

2t 

ItiO 

. do _ 

No.... 

22 

22 

15 

300 

No,.— 

20 

20 

425 

. do.. . 

No.... 

lU 

19 

480 

. do.. . 

Yes... 

10 

19 

880 

. do . 

Yes... 

IS 

18 

9.  Amend  §  78.126-5,  paragraph  (a) 
table  (16  F.  R.  5329.  June  6.  1951)  (49 

CFR  1950  Rev.,  1951  Supp.,  78.126-5)  to 
read  as  follows : 

§  78.126-5  Parts  and  dimensions. 

(a)  *  •  • 


Marked 
capac¬ 
ity  not 
over 
(gal¬ 
lons) 

Author¬ 

ized 

gross 

weight 

not 

over 

(pounds) 

Type  of  con¬ 
tainer 

W'elded 

siile 

st'ani 

recpiir- 

ed 

Minimum 
thickness  in 
the  black 
(gauge,  U.  3, 
Standard) 

Body 

sheet 

Head 

sheet 

80 

Straight  side. 

No.... 

20 

20 

1«0 

. do . 

No,... 

2.'i 

2.5 

220 

. do . 

No.... 

24 

24 

425 

. do . 

No... 

22 

22 

480 

Yes... 

22 

22 

880 

Yes... 

20 

20 

10.  Amend  §  78.127-5,  paragraph  (a) 
table  (16  F.  R.  5329,  June  6.  1951)  (49 
CPR  1950  Rev.,  1951  Supp.,  78.127-5)  to 
read  as  f ollows :  • 

§  78.127-5  Parts  and  dimensions. 
(a)  •  •  * 


Marke<i 
capac¬ 
ity  not 
over 
(gal¬ 
lons) 

■Author¬ 

ized 

gro.ss 

weight 

not 

over 

(twunds) 

Type  of  con¬ 
tainer 

Wielded 

side 

seam 

requir¬ 

ed 

Minimum 
thickness  in 
the  black 
(gauge,  r.  3. 
Standard) 

Bo<ly 

sheet 

S'? 

55 

80 

Straight  side. 

No.... 

20 

.55 

BiO 

. do . 

No.... 

2fi 

20 

>.55 

275 

. do . 

No... 

24 

24 

6.5 

42.5 

No.... 

24 

24 

6.5 

480 

. do . 

A'es... 

24 

24 

65 

m 

. do . 

Yes... 

22 

22 

(Footnote  remains  the  same.) 
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11.  Amend  §  78.128-5,  paragraph  (a) 
table  (16  F.  R.  5329.  June  6.  1951)  (49 

CFR  1950  Rev.,  1951  Supp..  78.128-5)  to 
read  as  follows: 

§  78.128-5  Parts  and  dimensions, 

(a)  •  •  • 


Wark“d 
capac¬ 
ity  not 
over 
(Kal- 
lotu) 

Author¬ 

ized 

rross 

vcifdit 

not 

over 

(palInd^) 

Type  of  con¬ 
tainer 

Welded 

side 

scam 

requir¬ 

ed 

Minimum 
thickness  in 
the  black 
(gauge,  U.  8. 
Standard) 

Body 

sheet 

Head 

sheet 

80 

Straight  side 

No..„ 

28 

28 

160 

. do _ 

No.„. 

2K 

28 

S25 

_ do....-.- 

No..,. 

25 

26 

42.S 

No _ 

24 

24 

480 

Yes... 

26 

26 

860 

Yes... 

24 

24 

12.  Amend  §  78.129-5,  paragraph  (a) 
table  (16  F.  R.  5329,  June  6.  1951)  (49 
CFR  1950  Rev.,  1951  Supp.,  78.129-5)  to 
read  as  follows: 

§  78.129-5  Parts  and  dimensions. 

(a)  •  •  • 


Marked 
eBt>aeity 
not  over 
(gallons) 

Anthor- 

ize<l  gro-s-s 
weight 
not  over 
(pounds) 

j 

Tn>c  of  container 

Minimum  thick¬ 
ness  in  the  black 
(gauge,  U.  S. 
Standard) 

Body 

sheet 

Head 

shee-t 

10 

45 

Straight  side.... 

28 

28 

S5 

145 

--...do _ _ 

36 

26 

30 

245 

_ do. 

24 

24 

65 

245 

_ do _ _ 

22 

22 

•  *  •  #  # 


13.  Amend  §  78.130-5,  paragraph  (a) 
table  (15  P.  R.  8454,  Dec.  2.  1950)  (49 
CFR  78.130-5,  1950  Rev.)  to  read  as 
follows: 

§  78.130-5  Parts  and  dimensions. 

(a)  •  •  • 


Marked 
capac¬ 
ity  not 
over 
(gal¬ 
lons) 

Author¬ 

ised 

gross 

weight 

not 

over 

(pounds) 

Type  of  con¬ 
tainer 

1 

i 

Welded 

side 

scsTn 

requir¬ 

ed 

i 

i _ _ 

Minimum 
thickness  in 
the  black 
(gauge.  U.  8. 
Standard) 

Body  1 
sheet  ; 

Head 

sheet 

55 

275 

Straight  side. 

1  Yes... 

22 

22 

SUBPART  E — SPECIFICATIONS  FOR  WOODEN 
BARRELS^ KEGS,  BOXES.  KITS,  A*ID  DRUMS 

Amend  §  78.169-4,  paragraph  (a)  (15 
P.  R.  8462,  Dec.  2,  1950)  (49  CIPR 
78.169-4,  1950  Rev.)  to  read  as  follows: 

§  78.169-4  Sides,  top,  and  bottom. 
(a)  Joints  tongued  and  grooved,  or  one- 
piece  equivalent. 

SUBPART  I — SPECIFICATIONS  FOR  TANK  CARS 

1.  Amend  §  78.259,  paragraph  (b)  (7) 
(15  P.  R.  8485,  Dec.  2,  1950)  (49  CFR 
78.259),  1950  Rev.)  to  read  as  follows: 

§  78.259  Specification  changes.  •  •  • 

(b)  •  •  • 

(7)  The  office  of  the  Secretary  may 
process  and  approve  applications,  with¬ 
out  submittal  to  the  members  of  the 
Committee,  provided  (i)  such  applica¬ 


tions  are  Identical  with  previously  ap¬ 
proved  applications,  or  (ii)  such  appli¬ 
cations  do  not  cover  new  or  improved 
types  and  are  certified  by  the  applicant 
as  being  in  full  compliance  with  the  ap¬ 
plicable  regulations  and  specifications, 
and  as  being  composed  of  appliances  and 
designs  each  previously  approved  and 
not  inconsistent  in  such  combination. 

•  •  •  *  • 

2.  Amend  §  78.271,  paragraph  ICC-9 
(15  F,  R.  8496,  Dec.  2,  1950)  (49  CJPR 

78.271,  1950  Rev.)  to  read  as  follows: 

§  78.271  Specification  for  tank  cars 
having  lagged  forged  lapwelded  steel 
tanks  class  JCC-105A300.  *  *  * 

lCC-9.  Gauging  device,  sampling  valve 
and  thermometer  well,  (a)  These  fittings 
are  not  specification  reqiiirements.  When 
used,  they  must  be  of  approved  design,  made 
of  metal  not  subject  to  rapid  deterioration 
by  lading  and  must  withstand  a  pressure  of 
300  pounds  per  square  Inch  without  leakage. 
Interior  pipes  of  the  gauging  device  and 
sampling  valve  must  be  equipped  with  check 
valves  of  an  approved  design.  Thermometer 
well  must  be  closed  with  a  screw  plug. 

•  *  *  *  • 

3.  Amend  §  78.272,  paragraph  ICC-9 
(15  P.  R.  8497,  Dec.  2,  1950)  (49  CFR 

78.272,  1950  Rev.)  to  read  as  follows: 

§  78.272  Specification  for  tank  cars 
having  lagged  forged  lapwelded  steel 
tanks  Class  ICC-105A400.  *  *  • 

ICC-9.  Gauging  device,  sampling  valve 
and  thermometer  well,  (a)  These  fittings 
are  not  specification  requirements.  When 
used,  they  must  be  of  approved  design,  made 
of  metal  not  subject  to  rapid  deterioration  by 
lading  and  must  withstand  a  pressure  of  400 
pounds  per  square  inch  without  leakage. 
Interior  pipes  of  the  gauging  device  and  sam¬ 
pling  valve  must  be  equipped  with  check 
valves  of  an  approved  design.  Thermometer 
well  must  be  closed  with  a  screw  plug. 

•  *  •  *  * 

4.  Amend  §  78.273,  paragraph  ICC-9 
(15  F.  R.  8497,  Dec.  2,  1950)  (49  CFR 

78.273,  1950  Rev.)  to  read  as  follows: 

§  78.273  Specifications  for  tank  cars 
having  lagg^  forged  lapwelded  steel 
tanks  Class  ICC-105AS00.  •  •  • 

I(3C-9.  Gauging  device,  sampling  valve 
and  thermometer  well,  (a)  These  fittings 
are  not  specification  requirements.  When 
used,  they  must  be  of  approved  design,  made 
of  metal  not  subject  to  rapid  deterioration 
by  lading  and  must  withstand  a  pressure  of 
500  pounds  per  square  inch  without  leakage. 
Interior  pipes  of  the  gauging  device  and  sam- 
pling  valve  must  be  equipped  with  check 
valves  of  an  approved  design.  Thermometer 
well  must  be  closed  with  a  screw  plug. 

•  *  *  •  • 

5.  Amend  §  78.274,  paragraph  ICC-9 
(15  F.  R.  8498,  Dec.  2,  1950)  (49  CFR 

78.274,  1950  Rev.)  to  read  as  follows: 

§  78.274  Specification  for  tank  cars 
having  lagged  forged  lapwelded  steel 
tanks  Class  ICC-105A600.  *  *  * 

lOC-9.  Gauging  device,  sampling  valve 
and  thermometer  well,  (a)  These  fittings 
are  not  specification  requirements.  When 
used,  they  must  be  of  approved  design,  made 
of  metal  not  subject  to  rapid  deterioration 
by  lading  and  must  withstand  a  pressure  of 
600  pounds  per  square  Inch  without  leakage. 
Interior  pipes  of  the  gauging  device  and 
sampling  valve  must  be  equipped  with  check 
valves  of  an  approved  design.  Thermometer 
well  must  be  closed  with  a  screw  plug. 

*  •  *  «  * 


6.  Amend  §  78.286,  paragraph  ICC-ll 

(c)  (15  F.  R.  8516,  Dec.  2,  1950)  (49  CFR 
78.286, 1950  Rev.)  to  read  as  follows: 

§  78.286  Specification  for  tank  cars 
having  lagged  fusion -welded  steel  tanks 
Class  ICC-105A300-W,  •  •  * 

KXMl.  •  •  • 

(c)  Gauging  device,  sampling  valve  and 
thermometer  well  are  not  specification  re¬ 
quirements.  When  used,  they  must  be  of 
approved  design,  made  of  metal  not  subject 
to  rapid  deterioration  by  lading  and  must 
withstand  a  pressure  of  300  pounds  i)er 
sqtiare  inch  without  leakage.  Interior  pipes 
of  the  gauging  device  and  sampling  valve 
must  be  equipped  with  check  valves  of  ap¬ 
proved  design.  Thermometer  well  must  be 
closed  with  screw  plug. 

«  *  *  •  * 

7.  Amend  §  78.287,  paragraph  ICC-ll 
(c)  (15  F.  R.  8517,  Dec.  2,  1950)  (49  CFR 

78.287,  1950  Rev.)  to  read  as  follows: 

§  78.287  Specification  for  tank  cars 
having  lagged  fusion-welded  steel  tanks 
Class  ICC-10SA400-W.  *  •  • 

icon.  •  •  • 

(c)  Gauging  device,  sampling  valve  and 
thermometer  well  are  not  specification  re¬ 
quirements.  When  used,  they  must  be  of 
approved  design,  made  of  metal  not  subject 
to  rapid  deterioration  by  lading  and  must 
withstand  a  pressure  of  400  pounds  per 
square  Inch  without  leakage.  Interior  pipes 
of  the  gauging  device  and  sampling  valve 
must  be  eqxiipped  with  check  valves  of 
approved  design.  Thermometer  well  must  bs 
closed  with  screw  plug. 

*  *  •  •  • 

8.  Amend  §  78.288,  paragraph  ICC-ll 
(C)  (15  F.  R.  8518,  Dec.  2,  1950)  (49  CFR 

78.288,  1950  Rev.)  to  read  as  follows: 

§  78.288  Specification  for  tank  cart 
having  lagged  fusion-welded  steel  tanks 
Class  ICC-105A500-W.  *  *  * 

ICO-ll.  •  •  • 

(c)  Gauging  device,  sampling  valve  and 
thermometer  well  are  not  specification  re¬ 
quirements.  When  used,  they  must  be  of 
approved  design,  made  of  metal  not  subject 
to  rapid  deterioration  by  lading  and  must 
withstand  a  pressure  of  500  pounds  per 
square  Inch  without  leakage.  Interior  pipes 
of  the  gauging  device  and  sampling  valve 
must  be  equipped  with  check  valves  of  ap¬ 
proved  design.  Thermometer  well  must  be 
closed  with  screw  plug. 

•  •  *  •  • 

9.  Amend  §  78.289,  paragraph  ICC-ll 
(c)  (15  F.  R.  8519,  Dec.  2,  1950)  (49  CFR 

78.289,  1950  Rev.)  to  read  as  follows: 

S  78.289  Specification  for  tank  cars 
having  lagged  fusion-welded  steel  tanks 
Class  ICC-105A600-W.  *  *  * 

ICC-ll.  •  •  • 

(c)  Gauging  device,  sampling  valve  and 
thermometer  well  are  not  specification  re¬ 
quirements.  When  used,  they  must  be  of 
approved  design,  made  of  metal  not  subject 
to  rapid  deterioration  by  lading  and  must 
withstand  a  pressure  of  600  pounds  per 
square  Inch  without  leakage.  Interior  pipes 
of  the  gauging  device  and  sampling  valve 
must  be  equipped  with  check  valves  of  ap¬ 
proved  design.  Thermometer  well  must  be 
closed  with  screw  plug. 

•  •  •  •  • 

It  is  further  ordered.  That  the  fore¬ 
going  amendments  to  the  aforesaid  reg¬ 
ulations  shall  have  full  force  and  effect 
on  July  21,  1952,  and  that  such  regula¬ 
tions  as  herein  amended  shall  thereafter 
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be  observed  until  further  order  of  the 
Commission. 

It  is  further  ordered,  That- compliance 
with  the  aforesaid  regulations  as  herein 
amended  is  hereby  authorized  on  and 
after  the  date  of  service  of  this  order. 

And  it  is  further  ordered.  That  copies 
of  this  order  be  served  upon  all  parties 
of  record  herein,  and  that  notice  shall  be 
given  to  the  general  public  by  depositing 
a  copy  in  the  office  of  the  Secretary  of 
the  Commission  at  Washington,  D.  C., 
and  by  filing  it  with  the  Director,  Divi¬ 
sion  of  Federal  Register. 

(Sec.  204.  49  Stat.  546,  as  amended,  sec.  835, 
62  Stat.  739;  49  U.  S.  C.  304,  18  U.  8.  C..  Sup. 
835) 

By  the  Commission,  Division  3. 

(seal!  W.P.  Bartel. 

Secretary. 

|F.  R.  Doc.  62-5147;  Filed,  May  9,  1952; 
8:45  a.  m.J 


(S.  O.  882-AJ 
Part  95 — Car  Service 

MOVEMENT  OF  IRON  ORE  RESTRICTED 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Division  3,  held  at 
its  office  in  Washington,  D.  C.,  on  the  7th 
day  of  May  A.  D.  1952. 

Upon  further  consideration  of  Service 
Order  No.  882  (17  F.  R.  4170)  and  good 
cause  appearing  therefor:  It  is  ordered, 
that; 

Section  95.882  Movement  of  iron  ore 
restricted  be  and  it  is  hereby  vacated 
and  set  aside. 

It  is  further  ordered,  that  this  order 
shall  become  effective  at  6:59  a.  m..  May 
8,  1952;  that  a  copy  of  this  order  shall 
be  served  upon  the  State  railroad  regu¬ 
latory  bodies  of  each  State,  and  upon 
the  Association  of  American  Railroads, 
Car  Service  Division,  as  agent  of  the 
railroads  subscribing  to  the  car  service 
and  per  diem  agreement  under  the  terms 
of  that  agreement:  and  that  notice  of 
this  order  be  given  to  the  general  public 
by  depositing  a  copy  in  the  office  of  the 
Secretary  of  the  (Commission  at  Wash¬ 
ington,  D.  C.,  and  by  filing  it  w'ith  the 
Director,  Division  of  the  Federal  Regis¬ 
ter. 

(Sec.  12,  24  stat.  383,  as  amended:  49  U.  S.  C. 
12.  Interprets  or  applies  sec.  1,  24  Stat.  379, 
as  amended:  49  U.  S.  C.  1) 

By  the  Commission,  Division  3. 

I  seal]  W.  P.  Bartel, 

Secretary, 

[F.  R.  Doc.  52-5242;  Filed.  May  9.  1952; 

8:50  a.  m.j 


IS.  O.  883-Al 
Part  95 — Car  Service 

MOVEMENT  OF  IMPORT  ORES  RESTRICTED 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Division  3.  held  at 
its  office  in  Washington,  D.  C.,  on  the 
7th  day  of  May  1952. 


Upon  further  consideration  of  Service 
Order  No.  883  (17  F.  R.  4208)  and  good 
cause  appearing  therefor:  It  is  ordered, 
that: 

Section  95.883  Movement  of  import 
ores  restricted,  be  and  it  is  hereby  va¬ 
cated  and  set  aside. 

It  is  further  ordered,  that  this  order 
shall  become  effective  at  6:59  a.  m.. 
May  8,  1952;  that  a  copy  of  this  order 
shall  be  served  upon  the  State  railroad 
regulatory  bodies  of  each  State,  and 
upon  the  Association  of  American  Rail¬ 
roads,  Car  Service  Division,  as  agent  of 
the  railroads  subscribing  to  the  car  serv¬ 
ice  and  per  diem  agreement  under  the 
terms  of  that  agreement;  and  that  notice 
of  this  order  be  given  to  the  general 
public  by  depositing  a  copy  in  the  office 
of  the  Secretary  of  the  Commission  at 
Washington,  D.  C..  and  by  filing  it  with 
the  Director,  Division  of  the  Federal 
Register. 

(Sec.  12,  24  Stat.  383,  aa  amended:  49  U.  S.  C. 
12.  Intreprets  or  applies  sec.  1,  24  Stat.  379, 
as  amended;  49  U.  S.  C.  1) 

By  the  Commission,  Division  3. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  52-5241:  Filed.  May  9,  1952; 

8:50  a.  m.) 


Subchapter  B— Carriers  by  Motor  Vehicle 

Part  205 — Reports  of  Motor  Carriers 

MOTOR  carrier  ANNUAL  REPORT  FORM  C 

(OTHER  THAN  CLASS  I  CARRIERS  OF  PAS¬ 
SENGERS) 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Division  1.  held  in 
its  office  in  Washington.  D.  C.,  on  the 
21st  day  of  March  A.  D.  1952. 

The  matter  of  annual  reports  from 
Motor  Carriers  of  Passengers  other  than 
Class  I  carriers  being  under  considera¬ 
tion: 

It  is  ordered.  That  the  order  dated 
March  7,  1951,  in  the  matter  of  annual 
reports  from  Motor  Carriers  of  Pas¬ 
sengers  other  than  Class  I  (49  CFR 
205.4)  be,  and  it  is  hereby  modified  with 
respect  to  annual  reports  for  the  year 
ended  December  31,  1951  and  subsequent 
years,  as  follows: 

§  205.4  Annual  reports  of  carriers  of 
passengers  other  than  Class  I  carriers. 
Each  Common  and  Contract  Motor  Car¬ 
rier  of  Passengers  other  than  Clas^  I 
Carriers  (49  CFR  181.02-1)  shall  file  an 
annual  report  for  the  year  ending  De¬ 
cember  31, 1951,  and  for  each  succeeding 
year  until  further  order,  in  accordance 
with  Motor  Carrier  Annual  Report  Form 
C  which  is  hereby  approved  and  made  a 
part  of  the  order.*  The  annual  report 
shall  be  filed  in  the  Bureau  of  Transport 
Economics  and  Statistics,  Interstate 
Commerce  Commission,  Washington, 
D.  C.,  on  or  before  June  1  of  the  year 
following  the  one  to  which  it  relates. 

>  Filed  as  part  of  the  original  document. 


(49  Stat.  546,  as  amended;  49  U.  S.  C.  304. 
Interprets  or  applies  49  Stat.  563,  as  amended; 
49  U.  S.  C.  320) 

By  the  Commission,  Division  1. 

[seal]  W.  P.  Bartel, 

Secretary. 

|F.  R.  Doc.  52-5234;  Filed,  May  9,  1952; 
8:48  a.  m.| 

TITLE  47— TELECOMMUNI¬ 
CATION 

Chapter  I — Federal  Communications 
Commission 

(Docket  Nos.  10167,  101681 

Part  7 — Stations  on  Land  in  thk 
Maritime  Services 

Part  8 — Stations  on  Shipboard  in  th* 
Maritime  Services 

MISCELLANEOUS  AMENDMENTS 

In  the  matters  of  amendment  of 
§§  7.206,  7.208  (d)  (2)  (e),  7.304,  7.306, 
8.321,  8.323  (c).  8.324  (e),  (f)  (2),  8.341 
and  8.355  to  delete  authority  for  opera¬ 
tion  by  coast  stations  on  each  currently 
assignable  frequency  between  21,750- 
22,720  kc,  to  delete  authority  for  tele¬ 
graph  operation  by  ship  and  aircraft 
stations  in  the  Maritime  Mobile  Service 
on  frequencies  in  the  22,000-22,070  kc 
band  and  for  all  operation  on  the  fre¬ 
quency  23,000  kc,;  Docket  No.  10167; 

Amendment  of  §§  7.206,  7.304,  7.306, 
8.321,  8.351  and  8.355  of  the  Commis¬ 
sion’s  rules  and  regulations  to  authorize 
use  of  certain  frequencies  in  the  band 
22,000-22,070  kc  by  Ship  Stations  and 
Aircraft  Stations  using  telephony,  cer¬ 
tain  frequencies  in  the  band  22,070- 
22,400  kc  by  Ship  Stations  and  Aircraft 
Stations  using  telegraphy,  certain  fre¬ 
quencies  in  the  band  22,400-22,650  kc  by 
Coast  Stations  in  particular  geographic 
areas  using  telegraphy,  and  certain  fre¬ 
quencies  in  the  band  22,650-22,720  kc 
by  Coast  Stations  in  particular  geo¬ 
graphic  areas  using  telephony;  amend¬ 
ment  of  §§  7.132  and  7,134  of  the  Com¬ 
mission’s  rules  and  regulations  to  change 
the  authorized  emission  and  power,  re¬ 
spectively,  of  Coast  Stations  operating  in 
the  22,400-22,720  kc  band;  and  Amend¬ 
ment  of  §  8.132  of  the  Commission’s  rules 
and  regulations  to  change  the  authorized 
emission  of  Ship  Stations  and  Aircraft 
Stations  operating  in  the  22,070-22,400 
kc  band;  Docket  No.  10168. 

The  order  in  the  above-entitled  pro¬ 
ceeding,  dated  April  28,  1952,  should  be 
corrected  by  making  the  following 
changes  as  set  forth  below’. 

1.  In  Item  2  relating  to  §  7.206  (b)  (7) 
the  word  “frequency”  should  read  “fre¬ 
quencies”. 

2.  In  Item  11  relating  to  §  8.321  (a) 
(2)  the  footnote  following  the  phrase 
“passenger  ships”  should  be  designated 
as  “la”. 

3.  In  Item  12  relating  to  §  8.351  (a) 
the  numerals  “2300”  should  read 
“23000”. 

4.  In  Item  6  the  reference  to  “§  7.360 
(a)  (2)”  should  read  “§  7.306  (a)”. 
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5.  In  Item  15,  line  4,  the  reference  to 
“2.220"  should  read  "2.200”. 

(Sec.  4,  48  Stat.  1066.  as  amended;  47  IT.  6.  C. 
154) 

Federal  Communications 
Commission, 

[seal!  T.  J.  Slowie, 

Secretary. 

IF.  R.  Doc.  52-5247;  Piled,  May  9,  1952; 
8:52  a.  m.] 


[Docket  No.  101111 

Part  10 — Public  Safety  Radio  Services 
frequencies 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.  C.,  on  the  30th  day  of 
April  1952: 

The  Commission  having  under  consid¬ 
eration  the  notice  of  proposed  rule  mak¬ 
ing  in  the  above-entitled  matter  in  which 
it  was  proposed  to  amend  §  10.101  of  Part 
10,  "Public  Safety  Radio  Services"  by  the 
addition  of  a  new  paragraph  which  would 
permit  assignment  to  radio  stations  op¬ 
erating  in  any  of  the  several  Public 
Safety  Radio  Services  of  a  frequency  or 
frequencies  assigned  to  government  rsulio 
stations  under  Executive  order  of  the 
President  upon  appropriate  showing  that 
such  assignment  is  necessary  for  inter¬ 


communication  with  government  stations 
or  required  for  coordination  with  activi¬ 
ties  of  Federal  Oovemment,  and  where 
the  Commission  finds,  after  consultation 
with  the  appropriate  government  agency 
or  agencies,  that  such  assignment  is  nec¬ 
essary; 

It  appearing,  that,  in  accordance  with 
the  requirements  of  section  4  (a)  of  the 
Administrative  Procedure  Act,  general 
notice  of  proposed  rule  making  in  the 
above-entitled  matter,  which  made  pro¬ 
vision  for  the  submission  of  written  com¬ 
ments  by  interested  parties,  was  duly 
published  in  the  Federal  Register  on 
February  8, 1952  (17  F.  R.  1227) ,  and  that 
the  period  provided  for  the  filing  of  com¬ 
ments  has  now  expired; 

It  further  appearing,  that  comments 
were  filed  by  interested  parties  and  that 
all  of  these  comments  were  unanimously 
agreeable  to  and  in  favor  of  adoption  of 
the  proposed  amendment; 

It  further  appearing,  that  authority 
for  the  aforesaid  amendment  is  con¬ 
tained  in  sections  4  (i)  and  303  (c)  and 
(r)  of  the  Communications  Act  of  1934, 
as  amended ; 

It  is  ordered.  That,  effective  May  15. 
1952,  §  10.101  of  Part  10,  "Public  Safety 
Radio  Services”  be  and  it  hereby  is 
amended  to  read  as  follows: 

§  10.101  Frequencies,  (a)  The  fre¬ 
quencies  available  for  assignment  are 


listed  in  the  applicable  subpart  of  this 
part.  All  applicants  for,  and  licensees 
of.  stations  in  these  services  shall  co¬ 
operate  in  the  selection  and  use  of  the 
designated  frequencies  to  minimize  In¬ 
terference  and  to  make  effective  use  of 
the  frequencies  assigned.  Frequencies 
listed  in  this  part  will  not  be  assigned  ex¬ 
clusively  to  any  one  applicant.  The  use 
of  any  frequency  may  be  restricted  to 
one  or  more  specified  geographical  areas. 

(b)  Frequencies  assigned  to  govern¬ 
ment  radio  stations  under  Executive  Or¬ 
der  of  the  President  may  be  authorized 
for  use  of  stations  in  these  services  upon 
appropriate  showing  by  the  applicant 
that  such  assignment  is  necessary  for 
inter-communication  with  government 
stations  or  required  for  coordination 
with  activities  of  Federal  Government, 
and  where  the  Commission  finds,  after 
consultation  with  the  appropriate  gov¬ 
ernment  agency  or  agencies,  that  such 
assignment  is  necessary. 

(Sec.  4.  48  Stat.  1066  as  amended;  47  U.  S.  C. 
154.  Interprets  or  applies  sec.  303,  48  Stat. 
1082;  50  Stat.  191;  47  U.  S.  C.  303) 

Released:  May  2.  1952. 

Federal  Communications 
Commission, 

[seal]  T.  J.  Slowie, 

Secretary. 

IP.  R.  Doc.  62-5246;  Piled,  May  9,  1952; 
8:52  a.  m.] 
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DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR  Part  961  1 

IE>ocket  No.  AC)-160-A-131 

Handling  of  Milk  in  Philadelphia, 
Pennsylvania.  Marketing  Area 

notice  of  recommended  decision  and  op¬ 
portunity  TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  PROPOSED  AMENDMENT 
TO  TENTATIVE  MARKETING  AGREEMENT,  AND 
TO  ORDER  AS  AMENDED 

Pursuant  to  the  provisions  of  the  Agri- 
cultuial  Marketing  Agreement  Act  of 
1937,  as  amended  (7  U.  S.  C.  601  et  seq.), 
and  the  applicable  rules  of  practice  and 
procedure,  as  amended,  governing  the 
foimulation  of  marketing  agreements 
and  marketing  orders  (7  CFR  Part  900), 
notice  is  hereby  given  of  the  filing  with 
the  Hearing  Clerk  of  the  recommended 
decision  of  the  Assistant  Administrator, 
Production  and  Marketing  Administra¬ 
tion,  United  States  Department  of  Agri¬ 
culture.  with  respect  to  a  proposed 
amendment  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Philadelphia.  Pennsylvania,  marketing 
area.  Interested  parties  may  file  written 
exceptions  to  this  decision  with  the 
Hearing  Clerk,  United  States  Depart¬ 
ment  of  Agriculture,  Washington  25, 
D.  C.  not  later  than  the  close  of  business 
the  5th  day  after  publication  of  this  de¬ 


cision  in  the  Federal  Register.  Excep¬ 
tions  should  be  filed  in  quadruplicate. 

Preliminary  statement.  The  hearing, 
on  the  record  of  which  the  proposed 
amendment  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
was  formulated,  was  conducted  at  Phila¬ 
delphia,  Pennsylvania,  on  February  25 
through  28,  1952,  pursuant  to  notice 
thereof  which  was  issued  on  February 
14,  1952  (17  F.  R.  1567). 

The  material  issues  of  record  related 
to: 

1.  Special  pricing  for  surplus  milk  in 
certain  uses  during  April,  May  and  June. 

2.  Regulation  of  plants  disposing  of 
Class  I  milk  in  both  the  Philadelphia  and 
New  York  marketing  areas. 

3.  Adjustment  of  the  Class  I  price 
formula  calculation  to  accommodate  the 
revised  wholesale  price  index. 

4.  The  listing  of  certain  plants  as  pro¬ 
ducer  milk  plants  in  the  order. 

5.  A  change  in  the  definition  of  "pro¬ 
ducer  milk  plant"  which  would  result  in 
regulation  of  a  plant  disposing  of  any 
Class  I  milk  in  the  marketing  area  dui  - 
ing  April.  May  and  June. 

6.  Insertion  of  the  term  "concentrated 
milk”  in  the  order  provision  which  de¬ 
fines  Cfiass  I  utilization. 

7.  Prices  applicable  to  producer  milk 
sold  outside  the  marketing  area. 

8.  Use  of  equivalent  prices  and  indexes 
when  a  price  or  index  specified  by  the 
order  is  not  published  or  reported  in  the 
manner  described  by  the  order. 

9.  Renumbering  of  the  sections,  para¬ 
graphs,  subparagraphs  and  subdivisions 


of  the  order  in  accordance  with  the 
revised  Federal  Register  procedure. 

Issues  numbered  1  and  2  have  already 
been  dealt  with  in  a  recommended  de¬ 
cision  issued  by  the  Acting  Assistant  Ad¬ 
ministrator  on  March  21,  1952  (17  F.  R. 
2627) ,  a  decision  by  the  Secretary  dated 
April  10,  1952  (17  F.  R.  3355),  and 
amending  order  effective  April  17,  1952 
(17  F.  R.  3447).  This  recommended  de¬ 
cision  deals  with  the  remaining  issues 
numbered  3  through  9.  The  decision  of 
April  10,  1952,  stated  that  the  amend¬ 
ment,  as  affecting  Philadelphia  producer 
milk  plants  disposing  of  milk  for  fluid 
purposes  in  New  York  metropolitan  mar¬ 
keting  area,  would  apply  only  for  the 
months  of  April  through  August  1952, 
and  indicated  that  further  action  might 
be  taken  on  this  record  with  respect  to 
this  matter  for  subsequent  periods.  No 
conclusion  is  made  in  this  decision  as  to 
how  this  matter  should  be  dealt  with  for 
periods  after  August  1952,  and  action  on 
this  matter  is  reserved  for  a  further  de¬ 
cision  on  the  record  of  this  hearing. 

Findings  and  conclusions.  The  follow¬ 
ing  findings  and  conclusions  on  the  ma¬ 
terial  issues  are  based  upon  evidence  con¬ 
tained  in  the  record  of  the  hearing: 

3.  Revised  index  of  wholesale  prices. 
The  revised  wholesale  price  index  issued 
weekly  by  the  Bureau  of  Labor  Statistics, 
United  States  Department  of  Labor,  us¬ 
ing  a  1947-49  base  period  should  be 
used  in  the  Class  I  price  formula  with 
appropriate  adjustment  as  set  forth 
herein,  in  place  of  the  wholesale  price 
index  previously  issued  by  the  Bureau 
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of  Labor  Statistics  using  a  1926  base 
period. 

Official  notice  is  taken  of  publication 
by  the  Bureau  of  Labor  Statistics,  United 
States  Department  of  Labor,  of  revised 
wholesale  price  indexes  with  1947-48  base 
periods,  issued  monthly  and  weekly, 
which  replace  the  monthly  and  w’eekly 
wholesale  price  indexes  previously  is¬ 
sued  by  the  Bureau  of  Labor  Statistics 
with  1926  base  periods.  The  revised 
monthly  index  has  been  computed  and 
published  for  the  period  January  1947 
through  March  1952.  Publication  of  the 
revised  weekly  series  began  with  the  in¬ 
dex  figure  for  the  week  ending  February 
19.  1952. 

For  the  calculation  of  the  current  for¬ 
mula  index  each  month,  the  order  pro¬ 
vides  that  the  market  administrator  shall 
use  the  four  latest  weekly  wholesale 
price  index  figures,  instead  of  the 
monthly  figure,  so  as  to  use  the  most 
recent  data  available.  Since  the  weekly 
index  has  been  revised  to  use  a  1947-49 
base  period,  some  adjustment  is  needed 
in  the  formula  calculation  to  compensate 
for  the  resulting  change  in  the  level  of 
the  index.  The  basis  for  this  adjustment 
should  be  the  relationships  betw’een  the 
old  and  the  revised  indexes  during  a 
period  when  both  series  are  available. 

The  weekly  w’holesale  price  index  series 
have  not  been  published  for  any  period 
on  both  the  old  and  the  revised  basis. 
Both  of  the  monthly  series,  however,  are 
available  for  the  years  1947-1951.  Since 
the  weekly  and  monthly  series  are  so 
constructed  as  to  maintain  a  close  rela¬ 
tionship  to  each  other,  the  relationship 
of  the  old  and  revised  monthly  series 
may  be  used  as  a  basis  for  adjustment  in 
using  the  revised  weekly  index  in  the 
formula  calculation.  During  the  five- 
year  period  of  1947-51,  the  average  of  the 
revised  index  is  63.624  percent  of  the 
average  of  the  old  index.  Approxi¬ 
mately  the  same  relationship  also  held 
for  each  year  of  this  period.  Accord¬ 
ingly,  the  provision  of  the  order  which 
provides  that  the  average  of  the  four 
latest  weekly  index  figures  as  published 
by  the  Bureau  of  Labor  Statistics  should 
be  divided  by  the  figure  0.8028  should  be 
changed  to  provide  that  the  average  of 
the  four  latest  weekly  index  figures  on 
the  revised  basis  shall  be  divided  by 
63.624  percent  of  0.8028,  namely  0.5108. 
The  resulting  figure  should  be  averaged 
with  the  other  indexes  computed  pur¬ 
suant  to  §961.4  (a)  (1)  (ii),  (iii),  (iv), 
and  (V)  to  arrive  at  the  Class  I  price 
formula  index. 

4.  List  of  producer  milk  plants.  The 
plant  of  Philadelphia  Dairy  Products 
Company,  Inc.,  at  Benton.  Pennsylvania, 
should  be  added  to  the  list  of  producer 
milk  plants  named  in  §  961.1  (a)  (6)  (i) 
of  the  order,  and  the  plant  formerly  of 
Abbotts  Dairies,  Inc.,  at  Goshen,  Penn¬ 
sylvania  and  the  plant  of  the  Philadel¬ 
phia  Dairy  Products  Company,  Inc.,  at 
Fairdale,  Pennsylvania  should  be  re¬ 
moved  from  the  list. 

The  list  of  producer  milk  plants  in 
§961.1  (a)  (6)  (i)  names  a  plant  at 
Goshen,  Pennsylvania,  as  operated  by 
the  Abbotts  Dairies,  Inc.  This  plant  was 
closed  aS  of  May  1,  1951,  has  been  dis¬ 
mantled.  and  hence  is  no  longer  a  factor 
in  the  milk  supply  for  this  market.  This 


plant  should  be  deleted  from  the  list  of 
producer  milk  plants. 

It  was  proposed  by  the  Interstate  Milk 
Producers  Cooperative  that  the  Fairdale, 
Pennsylvania,  plant  of  the  Philadelphia 
Dairy  Products  Company,  Inc.  should  be 
removed  from  the  list  of  producer  milk 
plants.  This  plant  has  not  been  a  pro¬ 
ducer  milk  plant  since  September  1949, 
and  is  now  a  pool  plant  under  the  order 
for  the  New  York  metropolitan  milk 
marketing  area.  No  objection  was  made 
to  deletion  of  this  plant  from  the  list, 
and  it  is  concluded  that  it  should  be 
deleted. 

It  was  also  proposed  by  the  Interstate 
Milk  Producers  Cooperative  that  the 
plant  of  Philadelphia  Dairy  Products 
Company,  Inc.  at  Benton,  Pennsylvania, 
should  be  included  in  the  list  of  pro¬ 
ducer  milk  plants  in  the  order.  This 
plant  has  been  a  producer  milk  plant 
continuously  for  several  years  by  reason 
of  shipments  to  the  market.  It  was 
testified  that  the  proposal  for  listing  this 
plant  was  made  with  the  consent  of  the 
owner,  and  no  objection  was  made  to  the 
proposal.  It  is  concluded  that  this  plant 
should  be  listed  as  a  producer  milk  plant 
in  the  order. 

Abbotts  Dairies,  Inc.,  objected  to  the 
proposal  that  the  Ambler,  Pennsyl¬ 
vania,  plant  of  this  handler  should  be 
listed  in  the  order  as  a  producer  milk 
plant.  This  plant,  which  w-as  recently 
purchased  from  Meyers  Dairies,  had  been 
a  producer  milk  plant  continuously  by 
reason  of  distributing  Class  I  milk  on 
routes  in  the  market. 

Reluctance  on  the  part  of  the  handler 
to  have  the  plant  listed  is  interpreted 
as  indicating  uncertainty  as  to  whether 
the  plant  will  operate  continuously  as 
a  part  of  the  market  supply.  Listing, 
however,  does  not  prevent  withdraw^al 
from  the  market,  although  it  requires 
that  for  three  months  after  the  last 
month  in  which  the  plant  disposes  of 
milk  in  the  area,  the  plant  shall  con¬ 
tinue  to  be  regulated  by  the  order  and 
to  be  pooled  with  the  other  producer 
milk  plants  operated  by  the  handler. 

Inasmuch  as  the  plant  at  Ambler  has 
been  under  operation  by  the  present 
owner  for  only  a  few  months,  there  is 
not  sufficient  basis  to  establish  its  regu¬ 
lar  relationship  to  the  market  as  a  part 
of  this  handler’s  system.  It  is  con¬ 
cluded  that  the  plant  should  not  now 
be  listed  as  a  producer  milk  plant  in 
the  order. 

5.  Definition  of  "producer  milk  plant’* 
in  April,  May  and  June.  No  change 
should  be  made  at  this  time  in  the  defi¬ 
nition  of  producer  milk  plant  for  April, 
May,  and  June. 

It  was  proposed  by  a  producers’  or¬ 
ganization  that  during  April,  May.  and 
June,  any  plant  supplying  milk,  a  por¬ 
tion  of  which  is  Class  I,  to  a  pasteurizing 
or  bottling  plant  disposing  of  Class  I 
milk  in  the  marketing  area,  should  be 
regulated  as  a  producer  milk  plant.  This 
would  be  effected  by  changing  the  defi¬ 
nition  of  a  producer  milk  plant,  which 
now  exempts  plants  from  regulation  dur¬ 
ing  these  and  other  months  of  the 
period  February  through  September,  if 
they  ship  milk  to  a  producer  milk  plant 
on  less  than  5  days  during  the  month. 


The  present  definition  of  producer 
milk  plant  is  intended  to  enable  a  han¬ 
dler  to  obtain  occasional  supplementary 
supplies  of  milk  for  Class  I  uses  at  times 
when  his  supply  from  producers  is  not 
sufficient,  without  involving  the  supply¬ 
ing  plant  under  full  regulation.  Such 
supplementary  supplies  would  ordinarily 
be  least  needed  during  April.  May  and 
June,  when  production  of  milk  is  sea¬ 
sonally  highest,  although  an  unusual 
increase  in  Class  I  disposition  by  the 
handler  might  necessitate  some  addi¬ 
tional  supplies  even  in  these  months. 
Since  there  is  a  surplus  of  producer  milk 
in  the  spring  months,  it  is  possible  for  a 
handler  who  needs  additional  milk  to 
buy  it  from  other  handlers  if  acceptable 
terms  can  be  arranged. 

Most  handlers  in  the  market  have  fol¬ 
lowed  the  practice  of  arranging  a  suf¬ 
ficient  supply  of  producer  milk  for  year 
around  needs,  with  some  reserve  for  ir¬ 
regularities  of  sales.  In  April,  May  and 
June  of  1951,  nonproducer  milk  in  Class 
I  uses  was  less  than  one  percent  of  total 
Class  I  sales.  One  handler  testified, 
however,  that  he  depended  on  nonpro¬ 
ducer  sources  for  as  much  as  50  percent 
of  his  milk  supply.  He  stated  that  the 
volume  of  his  sales  was  irregular,  due  to 
occasional  contract  sales,  so  that  he 
could  not  make  suitable  arrangements 
with  other  handlers  for  supplemental 
supplies  of  producer  milk. 

Although  it  is  necessary  to  the  opera¬ 
tion  of  the  order  that  the  amount  of  un¬ 
regulated  milk  sold  in  the  market  for 
Class  I  use  be  at  a  minimum,  the  record 
does  not  furnish  a  basis  for  developing 
a  suitable  method  of  further  reducing 
the  amount  of  such  unregulated  milk. 
The  proposal  on  the  record  would  regu¬ 
late  the  entire  output  of  a  plant  if  only 
a  small  amount  of  its  milk  was  classi¬ 
fied  in  Class  I,  which  appears  to  be  too 
inflexible  an  arrangement  for  market 
conditions.  It  appears  some  method 
could  be  developed  which  would  not  in¬ 
volve  the  entire  operation  of  a  plant 
under  regulation  if  only  a  small  amount 
of  milk  from  such  plant  was  classified 
as  Class  I,  and  which  could  be  instituted 
at  a  time  that  would  allow  a  reasonable 
period  for  any  handler  affected  to  adjust 
his  supplies. 

6.  Concentrated  milk.  The  term  “con¬ 
centrated  milk”  should  be  included 
among  the  products  named  as  Class  I 
uses  in  the  classification  section  of  the 
order. 

Concentrated  milk  for  some  months 
has  been  manufactured  in  a  Philadelphia 
producer  milk  plant  and  marketed  in  the 
Philadelphia  and  Wilmington  markets. 
It  is  a  product  produced  from  whole  milk 
by  partial  evaporation  of  the  natural  wa¬ 
ter  content,  and  in  this  market  has  been 
sold  in  a  3  to  1  concentration;  that  is,  the 
concentrate  may  be  reconstituted  into 
whole  milk  by  adding  2  parts  of  water  to 
1  part  of  concentrated  milk.  It  is  not  a 
sterilized  product,  and  must  be  kept  un¬ 
der  refrigeration  to  stay  fresh.  The 
product,  as  sold  in  this  market,  must  be 
made  from  the  same  quality  of  whole  milk 
as  that  sold  as  whole  milk  for  fluid  use 
In  bottles.  Although  concentrated  milk 
as  commercial  condensed  milk  is  used  in 
manufactured  dairy  products,  such  as  ice 
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cream,  the  Issue  on  this  record  was  the 
matter  of  classifying  the  product  as  sold 
in  non- hermetically  sealed  consumer 
packages  (bottles  or  cartons)  for  fluid 
use. 

Concentrated  milk  sold  in  bottles  and 
cartons  has  been  classified  as  Class  I  milk 
under  the  present  terms  of  the  order. 
Accordingly,  the  producer  proposal  would 
not  change  the  operation  of  the  order, 
but  would  make  the  language  more  spe¬ 
cific.  It  is  concluded  that  such  a  change 
in  the  classification  provisions  is  desir¬ 
able  and  should  be  made. 

Some  attempt  was  made  by  interested 
parties  at  the  hearing  to  distinguish 
frozen  concentrated  milk  from  the  un¬ 
frozen  product  with  respect  to  classifica¬ 
tion.  However,  no  basis  was  established 
for  a  different  classification  of  the  frozen 
product  intended  for  fluid  consumption. 
It  would  be  incumbent  upon  the  handler, 
of  course,  to  prove  that  it  was  not  used 
for  fluid  consumption  if  it  were  to  be 
classified  as  Class  II  milk. 

Handlers  requested  that  a  definition  of 
concentrated  milk  be  included  in  the 
order.  A  description  of  concentrated 
milk,  for  classification  purposes,  should 
be  general  enough  so  that  slight  varia¬ 
tions  in  the  product  will  not  circumvent 
the  purpose  of  the  classification  provi¬ 
sions.  This  product  is  a  form  of  concen¬ 
trated  fresh  whole  milk  that  must  be 
handled  as  other  fresh  milk  in  order  to 
retain  its  quality  during  the  process  of 
distribution  to  consumers.  This  charac¬ 
teristic  distinguishes  it  from  sterilized 
evaporated  milk  or  commercial  con¬ 
densed  milk  products.  Used  in  the  con¬ 
sumer  fresh  milk  trade,  concentrated 
milk  is  typical  Class  I  disposition,  mar¬ 
keted  in  the  same  type  of  packages  and 
by  the  same  methods  of  distribution  as 
other  products  for  fluid  consumption. 
The  amended  classification  provision 
would  recoghize  these  characteristics  and 
is  sufficiently  specific  to  identify  the 
product  for  classification  purposes. 

The  volume  of  producer  receipts  as¬ 
signed  to  Class  I  utilization  in  this  case 
would  be.  of  course,  the  volume  of  whole 
milk  used  in  the  manufacture  of  the  con¬ 
centrated  milk. 

7.  Prices  for  milk  sold  outside  the  mar~ 
keting  area.  No  change  should  be  made 
in  the  method  provided  by  the  order  for 
establishing  producer  prices  for  milk  sold 
outside  the  marketing  area  in  areas  not 
regulated  by  another  order  of  the  Secre¬ 
tary. 

Handlers  proposed  that  the  producer 
price  for  niilk  sold  in  bulk  for  Class  I 
use  outside  of  Pennsylvania  should  be 
the  weighted  average  of  the  uniform 
prices  for  all  Philadelphia  handlers. 
This  price  would  be  lower  than  the  regu¬ 
lar  Class  I  price  by  amounts  varying 
W’ith  the  amount  of  Class  n  milk  in 
handlers  plants. 

The  order  provides  that  in  the  case  of 
sales  of  milk  to  outside  markets  for  Class 
I  use  the  applicable  producer  price  shall 
be,  as  ascertained  by  the  market  admin¬ 
istrator,  such  price  as  is  being  paid  to 
farmers  in  the  market  where  such  milk 
was  disposed  of,  for  milk  of  equivalent 
use,  except  that  if  the  market  adminis¬ 
trator  is  not  able  to  ascertain  such  price, 
the  regular  Class  I  price  shall  apply.  In 
some  instances  the  market  administrator 


has  ascertained  under  this  provision 
producer  prices  applicable  to  certain 
sales  outside  the  marketing  area,  but  the 
operation  of  this  provision  has  been 
hampered  generally  by  lack  of  informa¬ 
tion.  This  difficulty  is  inherent  as  to 
markets  open  to  milk  from  sources  un¬ 
regulated  as  to  producer  prices. 

The  order  is  designed  to  establish 
minimum  producer  prices  for  the  milk 
needed  for  the  Philaclelphia  market,  and 
cannot  be  expected  to  serve  on  the  same 
basis  as  a  means  of  establishing  special 
producer  prices  for  milk  sold  for  fluid 
use  in  outside  markets  in  competition 
with  milk  from  unregulated  sources.  If 
handlers  were  to  carry  as  a  regular  part 
of  their  business  a  volume  of  producer 
milk  for  these  outside  markets  priced 
to  meet  competition  of  milk  from  sources 
where  payment  to  farmers  is  not  re¬ 
quired  to  be  in  accordance  with  utiliza¬ 
tion  or  at  the  full  Class  I  price  for  fluid 
use,  such  a  practice  would  tend  to  reduce 
blend  prices  to  Philadelphia  producers. 
These  circumstances  might  result  in  the 
need  for  a  higher  Class  I  price  to  assure 
an  adequate  supply  for  the  marketing 
area.  It  is  to  be  expected  that  handlers 
would  tend  to  carry  as  much  Class  II 
milk  as  reserve  for  regular  outside  sales 
as  for  sales  in  the  marketing  area,  and 
thus  it  is  doubtful  if  the  proposal  of 
handlers  would  result  in  any  improve¬ 
ment  in  the  percentage  of  producer  milk 
used  in  Class  I.  Such  sales  as  are  now 
being  made  in  bulk  to  outside  markets 
have  not  shown  any  tendency  to  decrease 
in  recent  years  under  the  present 
arrangement. 

It  is  concluded  that  the  record  does  not 
establish  any  basis  for  valuing  producer 
milk  sold  for  Class  I  use  outside  Penn¬ 
sylvania  less  than  the  regular  Class  I 
price.  The  evidence  does  not  support 
any  change  in  the  present  provision  of 
the  order  with  respect  to  such  milk. 

8.  Use  of  equivalent  prices  and  indexes. 
The  order  should  provide  for  use  of  equiv¬ 
alent  or  comparable  prices  and  indexes, 
as  determined  by  the  Secretary,  if  a  price 
or  index  specifi^  in  the  order  is  not  re¬ 
ported  or  published  in  the  manner  de¬ 
scribed  in  the  order. 

Prom  time  to  time  prices  or  indexes 
used  in  orders  are  discontinued,  modified, 
or  are  temporarily  not  available.  At 
times  a  published  series  may  continue  to 
be  the  same  in  all  other  respects  although 
the  name  of  the  series  is  changed,  or  the 
series  is  published  by  a  different  agency 
than  formerly,  thus  causing  a  discrep¬ 
ancy  from  the  description  in  the  order. 
Occasionally  insufiicient  data  are  avail¬ 
able  to  the  agency  publishing  the  price  or 
index,  and  issuance  is  temporarily  sus¬ 
pended.  Also,  from  time  to  time,  the 
method  of  arriving  at  a  price  quotation 
or  index  is  revised  thus  possibly  chang¬ 
ing  its  applicability  to  the  operation  of 
the  order. 

It  is  not  always  possible  to  determine 
sufficiently  in  advance  that  these  changes 
will  occur  with  respect  to  the  publication 
or  announcement  of  a  particular  price  or 
index,  so  that  a  hearing  could  be  called  to 
consi(ler  what  should  be  done  to  continue 
the  operation  of  the  order.  Also,  it  is 
recognized  that  non-substantive  changes 
in  a  price  or  index  series  would  not  affect 
Its  suitability  for  use  in  the  accustomed 


manner  in  the  order,  and  in  such  case  a 
hearing  should  be  unnecessary.  A  pro¬ 
vision  in  the  order  is  needed  which  would 
allow  the  market  administrator  to  use  in 
such  circumstances  an  equivalent  or 
comparable  price  or  index  determined  by 
the  Secretary. 

Section  961.10  of  the  order  provides 
Incidentally  for  the  use  of  an  equivalent 
or  comparable  price  when  a  price  speci¬ 
fied  in  the  order  is  not  reported  or  pub¬ 
lished,  such  use  to  be  in  conjunction  with 
certain  maximum  price  regulations 
which  are  now  defunct.  This  section 
should  be  replaced  by  a  more  general 
provision  for  use  of  equivalent  or  com¬ 
parable  prices  or  indexes. 

Producers  and  handlers  also  requested 
that  the  order  require  the  Secretary  to 
call  a  hearing  before  an  equivalent  price 
or  index  is  used  for  a  second  time.  Such 
a  provision  is  unnecessary,  inasmuch  as 
the  hearing  procedure  is  available  in 
every  instance  to  petitioners  if  the  matter 
merits  such  action. 

9.  Renumbering  of  sections.  When 
the  order  is  amended  relative  to  the  issues 
considered  in  this  decision,  the  entire 
order  should  be  reissued  as  an  amended 
order  with  the  sections,  paragraphs  and 
various  subdivisions  renumbered  and 
designated  in  accordance  wdth  revised 
Federal  Register  procedure. 

General  findings,  (a)  The  protxtsed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  effec¬ 
tuate  the  declared  policy  of  the  act; 

(b)  The  parity  prices  of  milk  as  deter¬ 
mined  pursuant  to  section  2  of  the  act  are 
not  reasonable  in  view  of  the  price  of 
feeds,  available  supplies  of  feeds  and 
other  economic  conditions  which  affect 
market  supply  of  and  demand  for  milk, 
in  the  marketing  area  and  the  minimum 
prices  specified  in  the  proposed  market¬ 
ing  agreement  and  the  order,  as  amended, 
and  as  hereby  proposed  to  be  further 
amended,  are  such  prices  as  will  reflect 
the  aforesaid  factors,  insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest;  and 

(c)  The  proposed  order,  as  amended, 
and  as  hereby  proposed  to  be  ^rther 
amended,  will  regulate  the  handhng  of 
milk  in  the  same  manner  as,  and  will  be 
applicable  only  to  persons  in  the  respec¬ 
tive  classes  of  industrial  and  commercial 
activity  specified  in  a  marketing  agree¬ 
ment  upon  which  a  hearing  has  been 
held. 

Rulings  on  proposed  findings  and  con¬ 
clusions.  Briefs  were  filed  which  con¬ 
tained  statements  of  fact,  proposed  find¬ 
ings  and  conclusions,  and  arguments  with 
respect  to  the  provisions  of  the  proposed 
amendments.  Every  point  covered  in 
the  briefs  w’as  carefully  considered  along 
with  the  evidence  in  the  record  in  making 
the  findings  and  reaching  the  conclu¬ 
sions  hereinbefore  set  forth.  To  the  ex¬ 
tent  that  the  findings  and  conclusions 
proposed  in  the  briefs  are  inconsistent 
with  the  findings  and  conclusions  con¬ 
tained  herein,  the  request  to  make  such 
findings  or  to  reach  such  conclusions  is 
denied  on  the  basis  of  the  facts  found 
and  stated  in  connection  wdth  the  con¬ 
clusions  in  this  recommended  decision. 
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Recommended  marketing  agreement 
and  amendment  to  the  order.  The  fol¬ 
lowing  order  amending  the  order,  as 
amended,  regulating  the  handling  of 
milk  in  the  Philadelphia  marketing  area, 
is  recommended  as  the  detailed  and  ap¬ 
propriate  means  by  which  the  foregoing 
conclusions  may  be  carried  out.  The 
recommended  marketing  agreement  is 
not  included  in  this  decision  because  the 
regulatory  provisions  thereof  would  be 
Identical  with  those  contained  in  the 
order,  as  amended,  and  as  hereby  pro¬ 
posed  to  be  further  amended. 

1.  In  §  961.1  (a)  (6)  (i)  delete  “Ab¬ 
bots  Dairies.  Inc. . . .  Goshen.  Pa.’’,  “Phil¬ 
adelphia  Dairy  Prod.  Co.,  Inc.  .  .  .  Fair- 
dale,  Pa.’’,  and  insert  “Philadelphia 
Dairy  Prod.  Co.,  Inc.  .  .  .  Benton,  Pa.” 

2.  Delete  S  961.3  (b)  (1)  (i)  and  sub¬ 
stitute: 

(i)  sold,  distributed,  or  disposed  of  as 
or  in  milk,  skim  milk  and  flavored  milk 
drinks  for  fluid  consumption  containing 
less  than  18  percent  biitterfat,  including 
concentrated  milk  not  sterilized  and  not 
in  hermetically  sealed  cans,  and  includ¬ 
ing  all  milk  or  skim  milk  disposed  of 
from  a  handler’s  plant  to  retail  estab¬ 
lishments  which  dispose  of  milk  for  both 
fluid  and  other  uses,  and 

3.  In  §  961.4  (a)  (1)  (i)  delete  the  fig¬ 
ure  “.8028"  and  substitute  the  figure 
“.5108.’’ 

4.  Delete  S  961.10  and  substitute: 

5  961.10  Price  or  index.  If  for  any 
reason  a  price  or  index  specified  by  this 
order  for  use  in  computing  class  prices 
or  other  purposes  is  not  reported  or  pub¬ 
lished  in  the  manner  described  in  this 
order,  the  market  administrator  shall 
use  a  price  or  index  determined  by  the 
Secretary  to  be  equivalent  to  or  compa¬ 
rable  with  the  factor  which  is  specified. 

Issued  this  7th  day  of  May  1952. 

[sealI  George  A.  Dice, 

Deputy  Assistant  Administrator, 

|F.  R.  Doc.  62-5254;  Filed,  May  9,  1952; 

8:54  a.  m.J 

FEDERAL  COMMUNICATIONS 
COMMISSION 
[  47  CFR  Part  12  ] 

(Docket  No.  10188] 

Amateur  Radio  Service 

NOTICE  OF  PROPOSED  RULE  MAKING 

In  the  matter  of  amendment  of 
5 12.111  of  Part  12,  “Amateur  Radio  Serv¬ 
ice"  to  specify  emissions  and  other  par¬ 
ticulars  of  operation  in  the  amateur  fre¬ 
quency  band  2J., 000-21,450  kc,  and  for 
other  reasons. 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat¬ 
ter. 

2.  It  is  proposed  to  amend  §  12.111  of 
the  Commission’s  rules  and  regulations 
to  specify  emissions  and  other  particu¬ 
lars  of  operation  in  the  frequency  band 
21.00-21.45  Me  to  be  available  for  use 
of  amateurs  on  or  about  May  1,  1952 
(Docket  No.  10158).  In  order  to  con¬ 
form  with  existing  limitations  on  the  use 
of  those  frequency  bands  as  expressed 


In  existing  rules  and  in  the  Atlantic  City 
(1947)  Table  of  Frequency  Allocations 
as  ratified  by  the  United  States,  it  is  also 
proposed  to  amend  certain  subpara¬ 
graphs  of  the  foregoing  section  to  delete 
availability  of  the  frequency  band  235- 
240  Me,  as  an  alternate  for  the  band  220- 
225  Me,  and  to  remove  the  conditions 
under  which  the  band  220-225  Me,  up 
until  January  1,  1952,  was  available  for 
amateur  use.  It  is  further  proposed  to 
amend  §  12.23  (e)  (2)  of  Part  12,  in 
which  the  frequency  bands  and  types  of 
emission  available  for  use  of  persons 
holding  the  Novice  Class  license  are  set 
forth,  by  deleting  the  frequency  band 
26.96  to  27.23  Me,  and  substituting 
therefor  the  frequency  band  21.15  to 
21.30  Me.  The  proposed  amendments  are 
set  forth  below. 

3.  The  amendments  proposed  are  is¬ 
sued  under  the  authority  of  section  4  (i) 
and  303  (c),  (f),  (1),  and  (r)  of  the 
Communications  Act  of  1934,  as  amend¬ 
ed,  the  provisions  of  the  final  acts  of  the 
International  Telecommunications  and 
Radio  Conference,  Atlantic  City,  1947, 
and  the  agreement  concluded  at  the  Ex¬ 
traordinary  Administrative  Radio  Con¬ 
ference  (Geneva)  1951. 

4.  Any  interested  person  who  is  of  the 
opinion  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  form  proposed,  may  file  a 
written  statement  or  brief  setting  forth 
his  comments  on  or  before  August  1, 
1952.  Persons  desiring  to  support  the 
amendments  may  also  file  comments  by 
the  same  date.  Comments  or  briefs  in 
reply  to  the  original  comments  or  briefs 
may  be  filed  within  fifteen  days  from  the 
last  day  for  filing  the  said  original  com¬ 
ments  or  briefs.  The  Commission  will 
consider  all  such  comments,  briefs,  and 
statements  before  taking  final  action. 
If  any  comments  are  received  which  ap¬ 
pear  to  warrant  the  Commission  in  hold¬ 
ing  an  oral  argument  before  final  action 
Is  taken,  notice  of  the  time  and  place  of 
such  oral  argument  will  be  given  such 
interested  parties. 

5.  In  accordance  with  the  provisions  of 
fi  1.764  of  the  Commission’s  rules,  an 
original  and  three  copies  of  all  state¬ 
ments,  briefs,  or  comments  shall  be  fur¬ 
nished  the  Commission. 

Adopted:  April  30,  1952. 

Released:  May  1, 1952. 

Federal  Communications 
Commission, 

[SEAL]  T.  J.  Slowie, 

Secretary. 

1.  Amend  §  12.23  (e)  by  substituting 
the  frequencies  21.15  to  21.30  Me.  for  the 
frequencies  26.960  to  27.230  Me. 

2.  Amend  §  12.111  in  the  following 
particulars: 

a.  Delete  present  subparagraph  (11) 
of  §  12.111  (a). 

b.  Amend  §  12.111  (a)  (5)  to  provide 
as  follow's: 

(5)  21.00  to  21.45  Me,  using  type  A-1 
emission;  21.10  to  21.35  Me.  using  type 
F-1  emission;  21.00  to  21.10  Me,  and 
21.35  to  21.45  Me,  using  type  A-3  emis¬ 
sion  and  narrow  band  frequency  or  phase 
modulation  for  telephony. 
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c.  Amend  5  12.111  (a)  (10)  to  provide 
as  follows: 

(10)  220  to  225  Me,  using  types  A(», 
Al,  A2,  A3,  and  A4  emission  and 
special  emission  for  frequency  modula¬ 
tion  (radiotelephone  transmissions  and 
radiotelegraph  transmissions  employing 
carrier  shift  or  other  frequency  modu¬ 
lated  techniques). 

d.  Amend  §  12.111  (a)  by  renumbering 
paragraphs  in  numerical  sequence  in  ac¬ 
cordance  with  the  foregoing  addition 
and  deletion. 

(F.  R.  Doc.  62-5248;  Filed,  May  9.  1952; 
8:52  a.  m.] 

FEDERAL  CIVIL  DEFENSE 
ADMINISTRATION 
[  32  CFR  Part  1708  1 

Official  Civil  Defense  Insicnk 
NOTICE  OF  proposed  RULE  MAKING 

Notice  Is  hereby  given  that  the  Federal 
Civil  Defense  Administration  is  consider¬ 
ing  the  issuance  of  regulations  pursuant 
to  sections  204  and  401  of  the  Federal 
Civil  Defense  Act  of  1950,  as  amended 
(64  Stat.  1254;  50  U.  S.  C.  App.  Sup. 
2253),  which  prescribe  the  official  civil 
defense  insigne  of  the  United  States  Civil 
Defense  Corps  and  establishes  require¬ 
ments  for  the  reproduction,  manufac¬ 
ture,  sale,  possession  and  wearing 
thereof. 

Regulations  were  published  in  the  Fed¬ 
eral  Register  in  similar  form  on  De¬ 
cember  27, 1951,  and  comments  solicited. 
Because  of  material  changes  resulting 
from  consideration  of  comments  received 
in  response  to  the  publication  on  De¬ 
cember  27,  1951,  notice  is  given  of  the 
proposed  publication  of  these  regulations 
as  revised  in  order  that  interested  per¬ 
sons  who  desire  to  do  so  may  have  an 
opportuiiity  to  make  comments  or  sug¬ 
gestions. 

All  persons  who  desire  to  submit  writ¬ 
ten  data,  views,  or  arguments  for  con¬ 
sideration  in  connection  with  the  pro¬ 
posed  regulations  may  do  so  by  filing 
them  with  the  Federal  Civil  Defense  Ad¬ 
ministration,  Washington  25.  D.  C.,  not 
later  than  thirty  days  after  the  publica¬ 
tion  ,of  this  notice  in  the  Federal  Reg¬ 
ister. 

’The  proposed  regulations  are  as  fol¬ 
lows  :  ' 

Part  1708 — Official  Civil  Defense 
Insigne 

Sec. 

1 708.1  Purpose. 

1708.2  Definitions. 

1708.3  Prescribed  insigne. 

1708.4  Official  articles. 

1708.5  Manufacture,  reproduction  and  dis¬ 

play  of  the  prescribed  insigne. 

1708.6  Issuance,  distribution  and  retail 

sale  of  the  prescribed  Insigne. 

1708.7  Prohibited  use  of  the  prescribed  In¬ 

signe. 

1708.8  Violations. 

Authority:  !S  1708.1  to  1708.8  Issued  un¬ 
der  sections  204  and  401,^64  Stat.  1254;  50 
U.  S.  C.  App.  Sup.  2253. 

§  1708.1  Purpose.  The  purpose  of  the 
regulations  in  this  part  is  to  prescribe  the 
official  insigne  of  the  United  States  Civil 
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Defense  Corps  and  to  establish  require¬ 
ments  for  the  reproduction,  manufac¬ 
ture,  sale,  possession  and  wearing  there¬ 
of. 

§  1708.2  Definitions.  Except  as  oth¬ 
erwise  stated,  the  following  terms  shall 
have  the  following  meanings  when  used 
in  the  regulations  in  this  part: 

(a)  “Administrator”  means  the  Fed¬ 
eral  Civil  Defense  Administrator. 

(b)  “Civil  Defense  Corps”  means  a 
civil  defense  organization  meeting  the 
standards  to  be  prescribed  in  Part  1707  of 
this  Chapter,  duly  established  or  author¬ 
ized  by  a  State  or  any  political  subdivi¬ 
sion  thereof. 

(c)  “Civil  Defense  Director”  means  the 
person  or  body  having  authority  over  a 
Civil  Defense  Corps  and  any  duly  author¬ 
ized  designee  of  such  person  or  body. 
Such  term  shall  refer  to  a  State  or  local 
civil  defense  director,  or  both,  depending 
upon  the  applicability  of  the  reference 
under  the  State’s  laws  or  requirements 
thereunder. 

(d)  “Member”  means  a  person  who 
has  been  duly  appointed  to  membership 
in  a  Civil  Defense  Corps  and  whose  mem¬ 
bership  has  not  been  suspended  or  ter¬ 
minated,  or  a  person  obligated  to  per¬ 
form  civil  defense  duties  by  reason  of 
service  or  employment  pursuant  to  State 
laws  or  requirements  thereunder.  A  per¬ 
son  who  is  a  member  of  a  Civil  Defense 
Corps  shall  be  deemed  to  be  a  member  of 
the  United  States  Civil  Defense  Corps. 

(e)  “Official  articles”  means  articles 
designated  as  such  by  the  Administrator 
and  embodying  the  prescribed  insigne. 

(f)  “Registrant”  means  a  person  who 
has  registered  for  membership  in  a  Civil 
Defense  Corps,  but  who  has  not  qualified 
and  been  appointed  a  member  and  whose 
registrant  status  has  not  been  suspended 
or  terminated. 

(g)  “State”  means  any  State,  Terri¬ 
tory,  or  possession  of  the  United  States 
and  the  District  of  Columbia. 

(h)  “The  United  States  Civil  Defense 
Corps”  means  the  aggregate  of  the  Civil 
Defense  Corps,  and  includes  the  individ¬ 
uals  who  are  members  of  such  Civil 
Defense  Corps. 

§  1708.3  Prescribed  insigne.  (a)  The 
prescribed  insigne  shall  be  the  design 
covered  under  Letters  Patent  A.  D. 
129797,  October  7, 1941,  consisting  of  the 
“CD”  symbol  in  bright  red,  centered 
within  a  white  equilateral  triangle  super¬ 
imposed  upon  a  dark  blue  circle. 

(b)  The  prescribed  insigne  may  be  re¬ 
produced  in  the  above  colors,  in  black 
and  white,  or,  when  reproduced  upon  a 
colored  surface,  in  the  color  of  the  sur¬ 
face  and  black  or  white,  except  that  when 
embodied  in  or  on  an  official  article  it 
shall  be  reproduced  in  the  colors  de¬ 
scribed  in  (a)  hereof. 

(c)  Where  appropriate,  the  name  of 
the  particular  civil  defense  service,  as 
will  be  designated  in  §  1707.4  of  Part 
1707  of  this  Chapter  (United  States  Civil 


Defense  Corps  regulations),  shall  be 
spelled  out  in  block  letters  on  a  horizontal 
or  curved  line  immediately  above  the 
prescribed  insigne  or  across  the  apex  of 
the  triangle  within  the  blue  circle.  The 
name  of  the  State  or  city  should  appear, 
either  immediately  below  the  insigne  or 
within  the  blue  circle  below  the  triangle. 
When  it  is  desired  to  use  both  the  name 
of  the  State  and  the  name  of  the  city  or 
other  civil  defense  organizational  unit, 
one  should  appear  immediately  below  the 
insigne  and  the  other  within  the  blue 
circle  below  the  triangle. 

(d)  The  dimensions  of  the  components 
of  the  prescribed  insigne  when  the  blue 
circle  is  3"  in  diameter  will  approximate 
the  following:  The  triangle  will  be  equi¬ 
lateral  2*4"  on  a  side,  each  of  the  letters 
in  the  “CD”  symbol  will  be  in  thick¬ 
ness  and  will  occupy  a  circle  V/b”  in 
diameter  centered  in  the  triangle.  Other 
sizes  of  the  prescribed  insigne  will  be  es¬ 
tablished  by  diameter  of  the  blue  circle 
only:  to  the  extent  that  the  diameter  of 
the  blue  circle  is  greater  or  less  than  3", 
the  dimensions  of  the  other  components 
shall  be  proportionately  increased  or  de¬ 
creased. 

§  1708.4  Official  articles,  (a)  Offi¬ 
cial  articles  shall  consist  of  the  following 
articles  embodying  the  insigne: 

(1)  Arm  bands. 

(2)  Badges. 

(3)  Hat  bands. 

(4)  Helmets. 

(5)  Pennants,  placards,  plates  or 
stickers  for  aircraft,  vehicles  or  vessels. 

(6)  Membership  cards. 

(b)  No  person  shall  possess,  display, 
wear,  or  use  an  official  article  unless  he 
or  she  is  a  member  of  or  registrant  for 
membership  in  a  Civil  Defense  Corps, 
and  no  person  shall  display,  wear,  or  use 
such  an  article  unless  he  or  she  has  on 
his  or  her  person  a  membership  card  or 
other  identification  evidencing  such 
status:  Provided,  That  during  a  period  of 
emergency  operations  these  prohibitions 
shall  not  apply  to  any  person  who  is 
performing  a  civil  defense  function  pur¬ 
suant  to  instructions  of  a  Civil  Defense 
Director:  And  provided  further.  That 
this  prohibition  shall  not  apply  to  the 
possession  or  display  of  official  articles 
by  a  manufacturer,  wholesaler  or  re¬ 
tailer  in  the  normal  course  of  business; 
or  to  display  of  pennants,  placards, 
plates  or  stickers  on  aircraft,  vehicles  or 
vessels  designated  for  operational  use  by 
a  Civil  Defense  Director. 

§  1708.5  Manufacture,  reproduction, 
and  display  of  the  prescribed  insigne. 
(a)  Any  individual,  association  or  busi¬ 
ness  entity  may  manufacture  the  pre¬ 
scribed  Insigne  and  official  articles  in 
compliance  with  these  regulations. 

(b)  The  prescribed  insigne  may  be 
manufactured,  reproduced,  and  dis¬ 
played  only: 

(1)  On  official  articles. 


(2)  On  organizational  equipment. 

(3)  On  items  of  identification  issued 
by  the  Civil  Defense  Director  to  permit 
necessary  movement  of  persons,  vehicles 
and  equipment  during  a  period  of  emer¬ 
gency  operations. 

(4)  On  facilities  and  equipment  desig¬ 
nated  for  emergency  operational  use  by 
the  Civil  Defense  Director. 

(5)  On  official  letterheads,  publica¬ 
tions,  posters,  signs,  advertisements, 
lapel  pins,  flags  and  banners  used,  issued, 
or  authorized  by  a  Civil  Defense  Corps 
or  Director. 

(6)  In  connection  wdth  articles  or  ad¬ 
vertisements  in  newspapers,  magazines 
or  other  publications,  or  in  connection 
with  television  or  other  public  informa- 
tion  media,  provided  such  use  is  not 
intended  to  discredit  the  Federal  Civil 
Defense  Administration  or  a  Civil  De¬ 
fense  Corps,  or  to  mislead,  confuse, 
misrepresent,  defraud,  or  does  not  er¬ 
roneously  confer  the  impression  of  in¬ 
dorsement,  approval  or  relationship  to 
the  Federal  Civil  Defense  Administra¬ 
tion  or  a  Civil  Defense  Corps. 

(7)  On  such  other  items,  whether  of¬ 
ficial  articles  or  not,  as  may  be  desig¬ 
nated  or  approved  by  the  Administrator 
in  writing. 

(8)  Without  limitation  of  the  fore¬ 
going,  the  reproduction  of  the  prescribed 
Insigne  In  connection  with  any  publica¬ 
tion  or  article  used  for  political  purposes 
is  prohibited. 

(c)  No  alteration  or  modification  of 
the  prescribed  insigne  may  be  made  ex¬ 
cept  as  the  Administrator  may  from 
time  to  time  authorize. 

§  1708.6  Distribution,  issuance,  and 
retail  sale  of  the  prescribed  insigne.  No 
distribution,  issuance,  or  retail  sale  of 
the  prescribed  insigne  or  official  articles 
shall  be  made  except  upon  the  author¬ 
ization  of  the  Civil  Defense  Director. 

§  1708.7  Prohibited  use  of  the  pre¬ 
scribed  insigne.  No  person  shall  possess 
or  wear  the  prescribed  Insigne  or  any 
device  in  colorable  Imitation  thereof 
with  intent  to  deceive  or  mislead,  or  for 
the  purpose  of  inducing  the  false  im¬ 
pression  that  such  person  is  engaged  in 
the  performance  of  an  authorized  civil 
defense  service  or  activity. 

§  1708.8  Violations.  The  manufac¬ 
ture,  possession,  or  wearing  of  the  pre¬ 
scribed  Insigne  or  any  device  in  colorable 
imitation  thereof  otherwise  than  in  ac¬ 
cordance  with  the  regulations  in  this 
part  by  any  person  shall  be  unlawful  and 
shall  subject  such  person  to  a  fine  of  not 
more  than  $1,000  or  imprisonment  of  not 
more  than  one  year,  or  both. 

Millard  Caldwell, 
Administrator, 

Federal  Civil  Defense  Administration. 

(P.  R.  Doc.  62-5258;  Filed,  May  9,  1952; 

9:38  a.  m.j 
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DEPARTMENT  OF  THE  TREASURY 

Fiscal  Service,  Bureau  of  Accounts 

[Dept.  Clrc.  670,  Rev.  Apr.  20,  1943,  1952, 
75th  Supp.] 

Citizens  Casualty  Co.  or  New  York 

SURETY  COMPANY  ACCEPTABLE  ON  FEDERAL 
BONDS  * 

A  Certificate  of  Authority  has  been  is¬ 
sued  by  the  Secretary  of  the  Treasury 
to  the  following  company  under  the  act 
of  Congress  approved  July  30,  1947,  6 
U.  S.  C.  secs,  6-13,  as  an  acceptable 
surety  on  Federal  bonds.  An  under¬ 
writing  limitation  of  $119,000.00  has  been 
established  for  the  company.  Further 
details  as  to  the  extent  and  localities 
with  respect  to  which  the  company  is 
acceptable  as  surety  on  Federal  bonds 
will  appear  in  the  next  issue  of  Treasury 
Department  Form  356,  copies  of  which, 
when  issued,  may  be  obtained  from  the 
Treasury  E>epartment,  Bureau  of  Ac¬ 
counts,  Section  of  Surety  Bonds,  Wash¬ 
ington  25,  D.  C. 

Name  or  Company,  Location  of  Principal 
Executive  Office  and  State  in  Which 
Incorporated 

NEW  YORK 

Citizens  Casualty  Company  of  New  York, 
New  York. 

[seal!  E.  H.  Foley, 

Acting  Secretary  of  the  Treasury. 

(F.  R.  Doc,  52-5238:  Filed,  May  9.  1952; 
8:50  a.  m.] 

DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Nevada 

CLASSIFICATION  ORDER 

April  25,  1952. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  427  dated 
August  16,  1950,  I  hereby  classify  under 
the  Small  Tract  Act  of  June  1,  1938  (52 
Stat.  609),  as  amended  July  14,  1945  (59 
Stat.  467,  43  U.  S.  C.  682a),  as  herein¬ 
after  indicated,  the  following  described 
land  in  the  Nevada  land  district,  em¬ 
bracing  approximately  80  acres. 

Ne\ada  Small  Tract  Classification  No.  84 
For  lease  and  sale  for  homesltes  only: 

T.  21  S.,  R.  60  E..  M.  D.  M. 

Sec.  2,  Lots  3  and  4  (or  Ni/^NW^i). 

Leases  will  not  be  issued  until  a  sup¬ 
plemental  plat  has  been  prepared  divid¬ 
ing  the  irregular  lots  and  assigning  tract 
numbers. 

The  lands  are  in  close  proximity  to  the 
Town  of  Las  Vegas,  Clark  County,  Ne¬ 
vada.  They  can  be  reached  over  a  paved 
road  that  extends  along  the  northern 
side  of  the  section  involved.  Domestic 
water  can  be  obtained  from  wells.  Las 
Vegas  is  one  of  the  largest  towns  in 
Nevada  and  has  all  of  the  usual  facili¬ 
ties,  such  as  stores,  churches,  schools, 
etc.  The  area  is  one  that  is  used  ex¬ 


tensively  for  health  and  recreational 
purposes, 

2.  As  to  applications  regularly  filed 
prior  to  9:00  a.  m.,  December  1,  1950, 
and  are  for  the  type  of  site  for  which 
the  land  is  classified,  this  order  shall 
become  effective  upon  the  date  it  is 
signed. 

3.  This  order  shall  not  otherwise  be¬ 
come  effective  to  change  the  status  of 
such  lands  until  10:00  a.  m.  on  the  35th 
day  after  the  date  of  this  order.  At  that 
time  the  said  lands  shall,  subject  to  valid 
existing  rights  and  the  provisions  of 
existing  withdrawals,  become  subject  to 
application,  petition,  location,  and  selec¬ 
tion  as  follows; 

(a)  Ninety-one  day  period  for  pref~ 
erence-right  filings.  For  a  period  of  91 
days,  commencing  at  the  hour  and  on 
the  day  specified  above,  the  public  lands 
affected  by  this  order  shall  be  subject 
only  to  application  under  the  Small 
Tract  Act  of  June  1,  1938,  52  Stat.  609 
(43  U.  S.  C.  682a).  as  amended,  by  quali¬ 
fied  veterans  of  World  War  II,  subject  to 
the  requirements  of  applicable  law.  All 
applications  filed  under  this  paragraph 
either  at  or  before  10:00  a.  m.  on  the 
35th  day  after  the  date  of  this  order 
shall  be  treated  as  though  filed  simul¬ 
taneously  at  that  time.  All  applications 
filed  under  this  paragraph  after  10:00 
a.  m.  on  the  said  35th  day  shall  be  con¬ 
sidered  in  the  order  of  filing. 

(b)  Date  for  non-preference-right  fil¬ 
ings.  Commencing  at  10:00  a.  m.  on  the 
126th  day  after  the  date  of  this  order, 
any  lands  remaining  unappropriated 
shall  become  subject  to  such  application, 
petition,  location,  selection,  or  other  ap¬ 
propriation  by  the  public  generally  as 
may  be  authorized  by  the  public -land 
laws.  All  such  applications  filed  either 
at  or  before  10:00  a.  m.  on  the  126th  day 
after  the  date  of  this  order,  shall  be 
treated  as  though  filed  simultaneously  at 
the  hour  specified  on  such  126th  day. 
All  applications  filed  thereafter  shall  be 
considered  in  the  order  of  filing. 

4.  A  veteran  shall  accompany  his  ap¬ 
plication  with  a  complete  photostatic,  or 
other  copy  (both  sides),  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis¬ 
charge  as  defined  in  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.  Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  in  support  of  their  claims.  Persons 
asserting  preference  rights,  through  set¬ 
tlement  or  otherwise,  and  those  having 
equitable  claims,  shall  accompany  their 
application  by  duly  corroborated  state¬ 
ments  in  support  thereof,  setting  forth 
in  detail  all  facts  relevant  to  their  claims. 

5.  All  of  the  lands  w'ill  be  leased  in 
tracts  of  approximately  5  acres,  each 
being  approximately  330  by  660  feet,  the 
longer  dimension  to  extend  north  and* 
south. 

6.  Pi'eference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 


described  in  the  application  Irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimension  specified 
in  paragraph  5. 

7.  Where  only  one  5-acre  tract  in  a 
10-acre  subdivision  is  embraced  in  a  pref¬ 
erence  right  application,  an  application 
for  the  remaining  5-acre  tract  extending 
in  the  same  direction  will  be  accepted  in 
order  to  fill  out  the  subdivision  notwith¬ 
standing  the  direction  specified  in  para¬ 
graph  5. 

8.  Leases  will  be  issued  for  a  period  of 
three  years  at  an  annual  rental  of  $5.00 
payable  for  the  entire  lease  period  in 
advance  of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  the  land 
as  follows: 

N»/2N»/2NW>4.  $250.00  per  tract. 

S'/2N»/2NW*4,  $150.00  per  tract. 

Application  to  purchase  may  be  filed 
during  the  term  of  the  lease  but  not  more 
than  30  days  prior  to  the  expiration  of 
one  year  from  the  date  of  the  lease 
issuance. 

9.  Tracts  will  be  subject  to  all  existing 
rights-of-way  and  to  rights-of-way  not 
exceeding  33  feet  in  width  along  or  near 
the  edges  thereof  for  road  purposes  and 
public  utilities.  Such  rights-of-way  may 
be  utilized  by  the  Federal  Government, 
or  the  State,  County  or  municipality  in 
which  the  tract  is  situated,  or  by  any 
agency  thereof.  The  rights-of-way  may, 
in  the  discretion  of  the  authorized  officer 
of  the  Bureau  of  Land  Management,  be 
definitely  located  prior  to  the  issuance 
of  the  patent.  If  not  so  located,  they 
may  be  subject  to  location  alter  patent 
is  issued. 

10.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Manager,  Ne¬ 
vada  Land  and  Survey  OflSce,  Reno, 
Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

(F.  R.  Doc.  62-5237:  Filed.  May  9.  1952: 

8:50  a.  m.| 

DEPARTMENT  OF  COMMERCE 

Office  of  the  Secretary 

(NPA  Organizational  Statement  No.  1] 
National  Production  Authority 

AUTHORITY,  ORGANIZATION,  AND  FUNCTIONS 

This  Organiaational  Statement  is  is¬ 
sued  pursuant  to  section  3  (a)  (1)  of  the 
Administrative  Procedure  Act  (5  U.  S.  C. 
1002)  and  is  authorized  by  the  DefeL^e 
Production  Act  of  1950,  as  amended 
(Pub.  Law  774,  81st  Cong.,  Pub.  Law  96, 
82d  Cong.),  Executive  Orders  10161  and 
10200  (15  F.  R.  6105),  (16  P.  R.  61).  De¬ 
fense  Production  Administration  Delega¬ 
tion  1,  as  amended  (16  F.  R.  738,  4594), 
and  Department  of  Commerce  Order  123, 
as  amended  (15  F.  R.  6726, 16  F.  R.  1129), 

GENERAL 

Bee. 

1.  Purpose. 

2.  Delegation  of  authority. 

3.  General  plan  of  organization. 
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8ec. 

4.  General  functions. 

6.  Location  of  central  office. 

BUSINESS  ADVISORY  SEXVICE 

6.  Central  office. 

7.  Field  offices. 

FUNCTIONS — OFFICE  OF  THE  ADMINISTRATOR 

8.  The  Administrator. 

9.  The  Deputy  Administrator. 

10.  The  Executive  Secretary. 

11.  The  Security  Officer. 

12.  The  Assistant  Administrator  tor  Produc¬ 

tion  and  Distribution  Controls. 

13.  The  Chief  Hearing  Commissioner. 

14.  Functions — The  Appeals  Board. 

FUNCTIONS — STAFF  AND  OPERATING  OFFICES 

15.  The  Office  of  General  Counsel. 

16.  The  Office  of  Public  Information. 

17.  The  Office  of  Assistant  Administrator  for 

Administration. 

18.  The  Office  of  Industry  Advisory  Com¬ 

mittees. 

19.  The  Office  of  Production  Analysis. 

20.  The  Office  of  Small  Business. 

21.  The  Office  of  Civilian  Requirements. 

22.  The  Office  of  Labor. 

FUNCTIONS - STAFF  AND  OPERATING  BUREAUS 

23.  The  Policy  Coca*dinatlon  Bureau. 

24.  The  Facilities  and  Construction  Bureau. 

25.  The  Metals  and  Minerals  Bureau. 

26.  The  Chemical.  Rubber,  and  Forest  Prod¬ 

ucts  Bureau. 

27.  The  Industrial  and  Agricultural  Equip¬ 

ment  Bureau. 

28.  The  Textile,  Leather,  and  Specialty 

Equipment  Bureau. 

29.  Effect  on  other  orders  or  delegations. 

GENERAL 

Section  1.  Purpose.  The  purpose  of 
this  organizational  statement  is  to  dele¬ 
gate  authority  to  the  Administrator  of 
the  National  Production  Authority  and 
to  describe  the  organization  and  func¬ 
tions  of  the  central  and  field  organiza¬ 
tions  of  the  National  Production  Au¬ 
thority. 

Sec.  2.  Delegation  of  authority,  (a) 
The  Administrator  of  the  National  Pro¬ 
duction  Authority  shall  perform  the 
functions  and  exercise  the  powers  and 
authorities  vested  in  the  Secretary  of 
Commerce  under  the  Defense  Produc¬ 
tion  Act  of  1950,  as  amended,  by  Execu¬ 
tive  Order  No.  10161,  Defense  Produc¬ 
tion  Administration  Delegation  No.  1,  as 
amended,  and  other  pertinent  delega¬ 
tions  of  authority,  except  for  the  func¬ 
tions  and  authorities  vested  in  the  Sec¬ 
retary  of  Commerce  with  respect  to  the 
use  of  transportation  facilities  and  in 
connection  with  the  creation  of  new 
agencies  within  the  Department  of  Com¬ 
merce.  In  addition,  the  Administrator 
shall  perform  the  functions  and  exercise 
the  authorities  vested  in  the  Secretary 
of  Commerce  under  the  Rubber  Act  of 
1948,  as  amended  (50  USC  app.  1921)  by 
Executive  Order  9942  of  April  1,  1948. 

(b)  The  Administrator  of  the  National 
Production  Authority  may  redelegate 
any  power  or  authority  conferred  upon 
him  by  this  order  to  any  officer  of  the 
National  Production  Authority,  or  to  any 
other  oflBcer  or  agency  of  the  Govern¬ 
ment,  and  he  may  authorize  such  redele¬ 
gations  by  such  officer  or  agency  as  he 
may  deem  appropriate. 

Sec.  3.  General  plan  of  organization. 
The  National  Production  Authority,  es¬ 
tablished  as  a  primary  organization  unit 


within  the  Department  of  Commerce  by 
Department  Order  No.  123  as  amended 
<15  F.  R.  6726,  16  F.  R.  1129)  consists  of 
the  follow’ing  general  plan  of  organiza¬ 
tion: 

(a)  Office  of  the  Administrator  con¬ 
sisting  of  the  following: 

(1)  Immediate  Office  of  the  Adminis¬ 
trator; 

(2)  Deputy  Administrator; 

(3)  Executive  Secretary; 

(4)  Security  Officer; 

(5)  Assistant  Administrator  for  Pro¬ 
duction  and  Distribution  Controls;  and 

(6)  Chief  Hearing  Commissioner. 

(b)  Appeals  Board. 

(c)  Staff  and  Operating  Offices  con¬ 
sisting  of  the  following: 

(1)  Office  of  General  Counsel; 

(2)  Office  of  Public  Information; 

(3)  Office  of  Assistant  Administrator 
for  Administration; 

(4)  Office  of  Industry  Advisory  Com¬ 
mittees; 

(5)  Office  of  Production  Analysis; 

(6)  Office  of  Small  Business; 

(7)  Office  of  Labor;  and 

(8)  Office  of  Civilian  Requirements. 

(d)  Staff  and  operating  bureaus  con¬ 
sisting  of  the  following: 

(1)  Policy  Coordination  Bureau; 

(2)  Facilities  and  Construction  Bu¬ 
reau; 

(3)  Metals  and  Minerals  Bureau; 

(4)  Chemical,  Rubber,  and  Forest 
Products  Bureau; 

(5)  Industrial  and  Agricultural 
Equipment  Bureau;  and 

(6)  Textile,  Leather,  and  Specialty 
Equipment  Bureau. 

(e)  Field  organization,  consisting  of 
the  regional  and  district  offices  of  the 
Department  Field  Service  of  the  De¬ 
partment  of  Commerce,  which,  by  the 
Secretary’s  direction,  carries  out  the 
field  activities  of  the  National  Produc¬ 
tion  Authority. 

Sec.  4.  General  functions.  Within 
the  limitations  of  its  delegated  author¬ 
ity  the  National  Production  Authority 
has  responsibility  for  controlling  the 
production,  use,  and  conservation  of  ma¬ 
terials,  ancl  use  of  facilities,  to  the  ex¬ 
tent  deemed  necessary  or  appropriate 
to  promote  the  national  defense.  In  the 
discharge  of  this  responsibility,  the  Na¬ 
tional  Production  Authority  authorizes 
priorities  and  allocations,  controls  in¬ 
ventories,  and  obtains  compliances  of 
Industry  to  control  actions  with  respect 
to  all  materials  and  facilities  except  pe¬ 
troleum,  gas,  solid  fuels,  electric  power, 
food,  domestic  distribution  of  farm 
equipment  and  commercial  fertilizer, 
domestic  transportation,  storage  and 
port  facilities,  and  the  use  of  other 
transportation  facilities;  acts  as  claim¬ 
ant  agency  pursuant  to  Defense  Pro¬ 
duction  Administration  Order  No.  1  of 
May  24, 1951  (16  F.  R.  4913) ,  as  amended, 
for  the  programs  and  areas  designated 
in  that  order;  serves  as  a  delegate  agen¬ 
cy  and  an  initiating  agency  with  respect 
to  the  requisitioning,  condemnation,  and 
disposal  of  property  needed  for  the  de¬ 
fense  of  the  United  States;  and  assists 
in  the  expansion  of  productive  capacity 
and  supplies  through  investigation  of 
applications  for  accelerated  tax  amorti¬ 
zation  of  emergency  facilities  and  for 
loans,  and  recommends  the  issuance  of 


certificates  of  essentiality  and  necessity 
in  connection  therewith. 

Sec.  6.  Location  of  central  office.  The 
central  office  of  the  National  Production 
Authority  is  located  in  the  New  General 
Accoimting  Office  Building,  Washing¬ 
ton  25,  D.  C. 

BUSINESS  ADVISORY  SERVICE 

Sec.  6.  Central  office.  The  National 
Production  Authority  has  established 
and  maintains  a  special  business  advi¬ 
sory  and  consultative  service  for  the 
purpose  of  providing  information,  ad¬ 
vice,  and  assistance  to  persons  concerned 
on  questions  and  problems  relating  to, 
or  arising  from,  its  procedures,  regula¬ 
tions,  and  orders,  and  the  operation  of 
the  controlled  materials  plan.  The  of¬ 
fice  providing  this  service  is  known  as 
The  Business  Advisory  Service  and  is 
located  in  Room  2N-6  of  the  New  Gen¬ 
eral  Accounting  Office  Building,  Wash¬ 
ington  25,  D.  C.  Its  telephone  number  is 
Sterling  5200,  Extension  5381.  The  Busi¬ 
ness  Advisory  Service  handles  inquiries 
made  either  in  person  or  by  telephone. 
It  does  not  reply  to  mail  inquiries. 

Sec.  7.  Field  offices.  Information  and 
assistance  concerning  activities  of  the 
National  Production  Authority,  includ¬ 
ing  directions  for  filing  applications  and 
forms,  and  the  administration  of  orders, 
regulations,  and  other  NPA  policies,  may 
be  obtained  from  field  offices.  For  loca¬ 
tion  of  these  offices  see  17  F.  R.  1158. 

FUNCTIONS— OFFICE  OF  ADMINISTRATOR 

Sec.  8.  The  Administrator.  The  Ad¬ 
ministrator  formulates  the  policies,  de¬ 
velops  and  coordinates  the  programs, 
and  directs  all  operations  of  the  National 
Production  Authority. 

Sec.  9.  The  Deputy  Administrator. 
The  Deputy  Administrator  assists  in  the 
administration  of  the  Authority  and 
performs  other  duties  assigned  by  the 
Administrator. 

Sec.  10.  The  Executive  Secretary.  The 
Executive  Secretary  provides  a  number 
of  essential  services  including  the  regis¬ 
tration  and  filing  of  original  regulatory 
documents,  processing  of  official  docu¬ 
ments  affecting  the  public  for  publica¬ 
tion  in  the  Federal  Register  (see  16 
F.  R.  8802),  central  secretariat  services 
for  staff  and  committee  meetings,  re¬ 
view  and  coordination  of  replies  to  cor¬ 
respondence  of  direct  concern  to  the  Ad¬ 
ministrator,  and  control  over  National 
Production  Authority’s  historical  pro¬ 
grams  and  official  reports. 

Sec.  11.  The  Security  Officer.  The  Se¬ 
curity  Officer  assists  the  Admini.strator 
in  the  discharge  of  his  delegated  respon¬ 
sibilities  for  administration  of  the  Au¬ 
thority’s  security  system. 

Sec.  12.  The  Assistant  Administrator 
for  Production  and  Distribution  Controls. 
The  Assistant  Administrator  for  Pro¬ 
duction  and  Distribution  Controls  de¬ 
velops  policies,  plans,  and  general  meth¬ 
ods  for  controlling  the  distribution  of 
materials,  scheduling  the  production  and 
delivery  of  products,  and 'controlling  in¬ 
ventories  of  materials  and  products. 

Sec.  13.  The  Chief  Hearing  Comniis- 
sioner.  Tlie  Chief  Hearing  Commis- 
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sloner  conducts  or  supervises  conduct  of 
administrative  hearings  of  cases  which 
involve  noncompliance  with  orders  and 
regulations  issued  by  the  National  Pro¬ 
duction  Authority.  His  authority  is  es¬ 
tablished  in  General  Administrative  Or¬ 
der  16-06  (16  F.  R.  8628),  and  certain 
portions  thereof  have  been  redelegated 
to  Hearing  Commissioners  (17  F.  R. 
2098 ) .  The  rules  of  practice  of  the  Chief 
Hearing  Commissioner  are  set  forth  in 
RP-1  (16  F.  R.  8628,8799). 

Sec.  14.  Functions  —  The  Appeals 
Board.  The  Appeals  Board  considers  ap¬ 
peals  from  denials  by  operating  units 
of  the  National  Production  Authority  of 
an  adjustment  or  exception  to  provisions 
of  an  order,  regulation,  or  actions  taken 
pursuant  to  an  order  or  regulation  which 
are  properly  referred  to  the  Board,  and 
renders  decisions  w^hich  are  final.  The 
rules  of  procedure  for  appealing  cases 
within  the  jurisdiction  of  the  Board  are 
Bet  forth  in  NPA  Reg.  5  (16  F.  R.  10386). 

rUNXTIONS — STAFF  AND  OPERATING  OFFICES 

Sec.  15.  The  Office  of  the  General 
Counsel.  This  office  provides  legal  serv¬ 
ices  of  every  nature  to  the  Administra¬ 
tor  and  other  officials  of  the  National 
Production  Authority,  and  conducts  the 
compliance  and  enforcement  activities  of 
the  Authority.  The  Office  of  the  General 
Counsel  contains  the  Compliance  Divi¬ 
sion. 

Sec.  16.  The  Office  of  Public  Informa¬ 
tion.  This  office  provides  advice  and  as¬ 
sistance  to  the  Administrator  in  assuring 
that  the  Authority’s  policies  and  actions 
are  conceived  and  conducted  in  full 
knowledge  of  prevailing  public  opinion, 
public  interest,  and  public  understand¬ 
ing;  and  that  business,  industry,  and  the 
general  public  are  promptly  aware  of, 
and  understand  the  intent  of  and  rea¬ 
sons  for,  the  policies  and  actions  of  the 
Authority.  The  Office  of  Public  Infor¬ 
mation  contains  the  Information  Divi¬ 
sion.  the  Editorial  Services  Division,  and 
the  Public  Liaison  Division. 

Sec.  17.  The  Office  of  Assistant  Ad- 
ministrator  for  Administration.  This 
office  determines  policies  and  programs 
for  administration  and  management  and 
has  jurisdiction  over  organization  pro¬ 
grams  and  planning;  budget  and 
finance;  personnel  programming  and 
management;  and  administrative  pro¬ 
gramming  and  management,  including 
administrative  operations  and  services, 
property  management  and  controls,  rec¬ 
ords  management,  business  and  public 
Inquiry  services,  routing  and  control  of 
official  papers  and  correspondence,  and 
the  authentication  and  issuance  of  all 
official  actions  pertaining  to  priority  as¬ 
sistance  and  allocations.  The  Office  of 
the  Assistant  Administrator  for  Admin¬ 
istration  contains  the  Administrative 
Services  Division,  the  Personnel  Division, 
and  the  Budget  and  Management  Divi¬ 
sion. 

Sec.  18.  The  Office  of  Industry  Advi¬ 
sory  Committees.  This  office  coordinates 
and  supervises  all  matters  relating  to  in¬ 
dustry  advisory  committees  throughout 
the  Authority,  and  assures  that  the  Au¬ 
thority  receives  the  benefits  of  a  true 
cross-section  of  industry  views  and  ad¬ 


vice  through  the  establishment,  use,  and 
management  of  industry  advisory  com¬ 
mittees. 

Sec.  19.  The  Office  of  Production  Anal¬ 
ysis.  This  office  is  the  Authority’s  cen¬ 
tral  office  for  research  and  statistics,  re¬ 
sponsible  for  the  preparation  of  Author¬ 
ity-wide  statistical  programs  and  re¬ 
ports;  develops  standards  for  collecting 
data ;  coordinates  the  statistical  program 
of  the  Authority  with  those  of  other  Fed¬ 
eral  agencies;  compiles,  analyzes,  and 
evaluates  materials  and  products  data 
and  information.  The  Office  of  Produc¬ 
tion  Analysis  contains  the  Statistical 
Standards  Division,  the  Materials  Anal¬ 
ysis  Division,  and  the  Products  Analysis 
Division. 

Sec.  20.  The  Office  of  Small  Business. 
This  office  is  responsible  for  providing 
maximum  consideration  of  small  busi¬ 
ness  interests  in  all  of  the  actions  of  the 
National  Production  Authority.  It  ex¬ 
ercises  its  responsibility  through  (a) 
analysis  of  existing  and  proposed  orders 
and  regulations,  (b)  continuing  analy¬ 
sis  of  the  small  business  impact  of  ex¬ 
isting  allocations  and  priorities  opera¬ 
tions,  (c)  review  of  proposed  member¬ 
ship  of  Industry  Advisory  Committees 
to  assure  adequacy  of  small  business 
representation,  (d)  size  classification  of 
applications  for  certificates  of  necessity, 
(e)  direct  spot  assistance  in  obtaining 
scarce  materials  and  equipment,  (f)  the 
administration  of  the  Small  Business 
Hardship  Account  established  to  assist 
small  firms  to  survive  at  a  “minimum 
operating  level”,  (g)  coordination  and 
direction  of  the  Governors’  Small  Busi¬ 
ness  Commissions,  and  (h)  analysis  of 
Congressional  reports  and  proposed 
legislation  affecting  small  business.  It 
also  represents  the  established  point  of 
contact  for  the  Small  Defense  Plants 
Administration  with  the  National  Pro¬ 
duction  Authority  in  all  matters  relat¬ 
ing  to  proposed  orders  and  regulations 
and  requests  for  individual  assistance  in 
obtaining  materials  and  equipment. 
The  Office  of  Small  Business  contains 
the  Impact  Analysis  and  Reports  Divi¬ 
sion,  and  the  Materials  and  Equipment 
Assistance  Division. 

Sec.  21.  The  Office  of  Civilian  Require¬ 
ments.  This  office  plans,  directs,  co¬ 
ordinates,  and  participates  in  all  ac¬ 
tions  necessary  to  provide  an  adequate 
supply  of  essential  civilian  products  and 
services  so  that  the  highest  productive 
efficiency  of  the  civilian  population  may 
be  attained  in  support  of  the  defense 
program;  serves  as  claimant  and  point 
of  contact  within  the  National  Produc¬ 
tion  Authority  for  all  state  and  local 
governments,  as  well  as  private  and  re¬ 
ligious  institutions,  for  all  retail,  whole¬ 
sale,  and  service  establishments,  and  for 
all  maintenance,  repair,  and  operating 
supplies,  as  well  as  consumer  products 
and  services  for  household  and  civilian 
uses.  It  also  initiates  requests  for  pri¬ 
ority  assistance  when  necessary  to  meet 
essential  civilian  needs.  The  Office  of 
Civilian  Requirements  contains  the 
Government  and  Public  Service  Divi¬ 
sion,  the  Consumer  End  Products  Divi¬ 
sion,  the  Materials  Division,  and  the 
Wholesale,  Retail,  and  Services  Tirades 
Division. 


Sec.  22.  The  Office  of  Labor.  This  of¬ 
fice  develops  and  promotes  measures  de¬ 
signed  to  maximize  defense  and  civilian 
labor  production:  insures  that  defense 
and  civilian  production  programs  are 
provided  with  a  coordinated  and  reliable 
determination  of  manpower  require¬ 
ments;  and  assists  in  obtaining  an  ade¬ 
quate  balance  between  manpower  re¬ 
quirements  and  manpower  supply.  The 
Office  of  Labor  contains  the  Program  Re¬ 
view  Division,  the  Labor  Production  Divi¬ 
sion,  the  Labor  Relations  Division,  and 
the  Labor  Requirements  Division. 

FUNCTIONS — STAFF  AND  OPERATING  BUREAUS 

Sec.  23.  The  Policy  Coordination  Bu¬ 
reau.  This  bureau  coordinates  and  ap¬ 
proves  the  formulation,  development, 
procedural  implementation,  and  admin¬ 
istration  of  policies  and  programs,  both 
domestic  and  foreign,  originating  in  the 
Authority,  coordinating  or  integrating 
them  with  programs  of  other  Govern¬ 
ment  agencies;  determines  the  impact 
and  implications  of  broad  governmental 
programs  upon  the  Authority ;  and  makes 
recommendations  to  the  Administrator 
and  through  him  to  the  Defense  Produc¬ 
tion  Administration  and  other  Govern¬ 
ment  agencies  on  the  implications  of  pro¬ 
posed  policies,  plans,  and  programs.  The 
Policy  Coordination  Bureau  contains  the 
Control  Operations  Division,  the  Pro¬ 
gram  Coordination  Division,  the  Prior¬ 
ities  and  Directives  Division,  the  Orders 
and  Regulations  Division,  the  Canadian 
Division,  and  the  Foreign  Division. 

Sec.  24.  The  Facilities  and  Construc¬ 
tion  Bureau.  For  construction  under  its 
jurisdiction,  this  bureau  determines  ne¬ 
cessity  and  essentiality  for  new  construc¬ 
tion  and  expansion  of  existing  facilities, 
both  industrial  and  non-industrial;  de¬ 
termines  construction  critically  needed 
in  support  of  defense  and  essential  civil¬ 
ian  projects,  including  equipment,  con¬ 
trolled  materials,  components,  objective 
completion  dates,  and  corresponding 
lead  times.  It  also  recommends,  assists, 
or  takes  direct  action  to  provide  for  such 
projects  and  expanded  facilities.  The 
Facilities  and  Construction  Bureau  con¬ 
tains  the  Construction  Controls  Division, 
the  Building  Materials  Division,  and  the 
Industrial  Expansion  Division. 

Sec.  25.  The  Metals  and  Minerals  Bu¬ 
reau.  This  bureau  determines  the  total 
available  and  anticipated  supply  of 
metals  and  minerals,  assures  maximum 
supply  and  balanced  production  to  meet 
the  demands  of  defense  and  essential 
civilian  needs,  recommends  the  alloca¬ 
tion  of  metals  and  minerals,  or  allo¬ 
cates  them  under  specific  program  au¬ 
thority,  and  implements  all  advisory 
and  direct  decisions  as  required.  The 
Metals  and  Minerals  Bureau  contains 
the  Iron  and  Steel  Division,  the  Cop¬ 
per  Division,  the  Tin,  Lead,  and  Zinc 
Division,  the  Aluminum  and  Magne¬ 
sium  Division,  the  Miscellaneous  Met¬ 
als  and  Minerals  Division,  and  the  Sal¬ 
vage  Division. 

Sec.  26.  The  Chemical,  Rubber,  and 
Forest  Products  Bureau.  This  bureau 
determines  the  total  available  and  antic¬ 
ipated  supply  of  chemical,  rubber,  and 
forest  products;  assures  maximum  sup¬ 
ply  and  balanced  production  to  meet 
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the  demands  of  defense  and  essential 
civilian  needs;  recommends  the  alloca¬ 
tion  of  chemical,  rubber,  and  forest 
products,  or  allocates  them  under  spe¬ 
cific  program  authority;  and  implements 
all  advisory  and  direct  decisions  as  re¬ 
quired.  The  Chemical,  Rubber,  and  For¬ 
est  Products  Bureau  contains  the  Chem¬ 
ical  Division,  the  Pulp,  Paper  and  Pa¬ 
perboard  Division,  the  Containers  and 
Packaging  Division,  the  Lumber  and 
Wood  Products  Division,  the  Printing 
and  Publishing  Division,  and  the  Rubber 
Division. 

Sec.  27.  The  Industrial  and  Agricul¬ 
tural  Equipment  Bureau.  For  equip¬ 
ment  under  Its  cognizance,  this  bureau 
determines  capacity  in  relation  to  re¬ 
quirements  and,  when  necessary,  ini¬ 
tiates  expansion  of  capacity,  promotes 
the  effective  use  of  productive  capacity, 
and  ascertains  requirements  of  indus¬ 
try  to  meet  authorized  production 
schedules  and  authorizes  production 
schedules.  Also,  through  priorities,  al¬ 
locations.  and  the  authorization  and  al¬ 
lotment  of  materials,  it  facilitates  the 
defense  program.  TTie  Industrial  and 
Agricultural  Equipment  Bureau  contains 
the  Construction  Machinery  Division, 
the  Electrical  Equipment  Division,  the 
General  Components  Division,  the  Mo¬ 
tor  Vehicle  Division,  the  Mining .  Ma¬ 
chinery  Division,  the  Railroad  Equip¬ 
ment  Division,  the  Engine  and  Turbine 
Division,  the  Agricultural  Machinery 
and  Implements  Division,  the  General 
Industrial  Equipment  Division,  and  the 
Metalworking  Equipment  tiivision. 

Sec.  28.  The  Textile,  Leather,  and  Spe¬ 
cialty  Equipment  Bureau.  For  equip¬ 
ment  under  its  cognizance,  this  bureau 
determines  capacity  in  relation  to  re¬ 
quirements  and,  where  necessary,  initi¬ 
ates  expansion  of  capacity,  promotes  the 
effective  use  of  productive  capacity,  as¬ 
certains  requirements  of  industry  to  meet 
authorized  production  schedules,  and 
authorizes  production  schedules,  also, 
through  priorities,  allocations,  and  the 
authorization  and  allotment  of  materials. 
It  facilitates  the  defense  program.  The 
Textile,  Leather,  and  Specialty  Equip¬ 
ment  Bureau  contains  the  Electronics 
Division,  the  Consumer  Durable  Goods 
Division,  the  Service  Equipment  Division, 
the  Ordnance  and  Shipbuilding  Division, 
the  Leather  and  Leather  Products  Divi¬ 
sion,  the  Communications  Elquipment  Di¬ 
vision,  the  Textile  Division,  the  Scientific 
and  Technical  Equipment  Division,  the 
Motion  Picture  Photographic  Products 
Division,  the  Aircraft  Eh  vision,  and  the 
Water  Resources  Division. 

Sec.  29.  Effect  on  other  orders  or  dele¬ 
gations.  This  organizational  statement 
supersedes  Department  Order  No.  123  as 
amended  February  6,  1951  (16  F.  R. 
1129),  but  shall  not  be  construed  to  af¬ 
fect  any  action  taken  under  that  order, 
E)er>artment  Order  No.  123  as  amended 
October  4, 1950  (15  F.  R.  6726) ,  or  Depart¬ 
ment  Order  No.  123  of  September  13, 
1950  (15  F.  R.  6182).  Any  other  orders 
or  parts  of  orders  the  provisions  of  which 
are  inconsistent  or  in  conflict  with  the 
provisions  of  this  organizational  state¬ 


ment  are  hereby  amended  or  superseded 
accordingly. 

Issued  May  10,  1952. 

Henry  H.  Fowler, 
Adminstrator, 

National  Production  Authority. 

Approved : 

Charles  Sawyer, 

Secretary  of  Commerce. 

(F.  R.  Doc.  62t5330:  Plied,  May  9,  1952; 
11:37  a.  m.) 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  5199  et  al.] 

Southern  Airways,  Inc.;  Southern 
Certificate  Renewal  Case 

,  NOTICE  OF  hearing 

In  the  matter  of  the  application  of 
Southern  Airways,  Inc.,  for  renewal  of 
its  temporary  certificate  of  public  con¬ 
venience  and  necessity. 

Notice  is  hereby  given  that  a  hearing 
In  the  above-entitled  proceeding,  involv¬ 
ing  air  transportation  primarily  in  the 
states  of  South  Carolina,  Georgia,  Ala¬ 
bama,  Mississippi,  Louisiana,  Tennessee, 
and  Florida,  is  assigned  to  be  held  on 
May  27,  1952,  at  10:00  a.  m.,  in  the  Past 
Presidents’  Room,  second  floor.  Chamber 
of  Commerce  Building,  1914  Sixth  Ave¬ 
nue,  North,  Birmingham,  Alabama,  be¬ 
fore  Examiner  Ferdinand  D.  Moran,  and 
is  to  be  recessed  for  further  hearing  at 
10:00  a.  m.  on  June  23,  1952,  in  room 
E-210,  Temporary  Building  No,  5  Six¬ 
teenth  Street  and  Constitution  Avenue 
NW..  Washington.  D.  C. 

Without  limiting  the  scope  of  the  is¬ 
sues  presented  by  the  applications  con¬ 
solidated  and  the  Board’s  orders  entered 
in  the  proceeding,  particular  attention 
will  be  directed  to  the  following  matters: 

1.  Do  the  public  convenience  and  ne¬ 
cessity  require  and  should  the  Board 
order: 

(a)  Renewal,  in  whole  or  in  part,  of 
the  temporary  certificate  of  public  con¬ 
venience  and  necessity  of  Southern  Air- 
w'ays,  Inc.,  for  route  No.  98,  with  or 
without  modifications,  beyond  its  ex¬ 
piration  date  for  a  period  of  5  years  from 
the  date  of  final  disposition  of  this  pro¬ 
ceeding,  or  such  other  period  as  the 
Board  may  determine  (Docket  No.  5199). 

(b)  Suspension  of  the  certificates  of 
public  convenience  and  necessity  of 
Eastern  Air  Lines,  Inc.,  for  routes  Nos.  5 
and  10  insofar  as  such  certificates  au¬ 
thorize  service  to  S  iartanburg,  S.  C.,  on 
route  No.  5  and  to  Albany,  Ga.,  and 
Dothan,  Ala.,  on  route  No.  10  for  such 
period  of  time  as  the  Board  may,  as  a 
consequence  of  this  proceeding,  author¬ 
ize  Southern  to  provide  service  to  each 
such  point  (Dockets  Nos.  5214,  5225.  and 
5243). 

(c)  Suspension  of  the  certificate  of 
National  Airlines,  Inc.,  insofar  as  it  au¬ 
thorizes  service  to  Valdosta,  Ga.,  on 
route  No.  39  for  such  period  of  time  as 
the  Board  may  authorize  Southern  to 
provide  service  to  this  point  (Docket  No. 
6225). 

(d)  Amendment  of  Southern’s  certifi¬ 
cate  to  add  a  new  route  segment  author¬ 


izing  service  between  the  terminals  Co¬ 
lumbus.  Ga.,  and  Mobile,  Ala.,  via  the 
Intermediate  points  Dothan,  Ala.,  Pan¬ 
ama  City  and  Pensacola,  Fla.  (Docket 
No.  5214). 

(e)  Amendment  of  Southern’s  certifi¬ 
cate  to  add  Vicksburg,  Miss.,  as  an  inter¬ 
mediate  point  between  Jatkson  and 
Natchez,  Miss.,  on  segment  4  and  the 
omission  of  service  at  Vicksburg  on  all 
flights  between  Jackson  and  Greenville 
and  between  Jackson  and  Natchez  in 
excess  of  one  round  trip  between  these 
two  pairs  of  points  per  day  (Docket  No. 
6214). 

(f)  Abandonment  of  the  service  of 
Chicago  and  Southern  Air  Lines.  Inc.,  to 
Greenwood,  Miss.,  and  including  this  city 
as  a  point  on  Southern’s  system  (Dockets 
Nos.  4905  and  5243). 

(g)  Amendment  of  Southern’s  certifi¬ 
cate  so  as  to  add  Gulfport-Biloxi  as  an 
alternate  intermediate  point  to  Hatties¬ 
burg,  Miss.,  between  the  intermediate 
point  Laureh  Miss.,  and  terminal  point 
Mobile.  Ala.,  and  to  authorize  Southern 
to  omit  stops  at  Hattiesburg  and  Gulf¬ 
port-Biloxi  on  all  flights  between  Laurel 
and  Mobile  in  excess  of  one  round  trip 
per  day  (Docket  No.  5224). 

(h)  Amendment  of  Southern’s  certifi¬ 
cate  so  as  to  add  a  new  route  segment 
between  the  intermediate  point  Augusta, 
Ga.,  and  the  terminal  Charlotte,  N.  C., 
with  stops  at  Aiken,  Columbia,  and  Ches¬ 
ter,  S.  C.,  as  proposed  in  Dockets  Nos. 
3657,  4060.  and  5447. 

(i)  Amendment  of  Southern’s  certifi¬ 
cate  so  as  to  add  a  new  route  segment  be¬ 
tween  Greenville  and  Charleston,  S.  C., 
via  Anderson.  Greenwood,  Columbia,  and 
Sumter,  S.  C..  as  proposed  in  Dockets 
Nos.  5256,  5389,  and  5447. 

(j)  Amendment  of  Southern’s  certifi-' 
cate  so  as  to  include  the  City  of  Monroe. 
La.,  as  an  Intermediate  point  between 
the  terminal  New  Orleans,  La.,  and 
Memphis.  Tenn.,  as  proposed  in  Dockets 
Nos.  5407  and  5408. 

(k)  Amendment  of  Southern’s  certifi¬ 
cate  so  as  to  provide  addition^  service 
for  Athens  to  Augusta,  Ga.,  Docket  No. 
5410. 

(l)  Amendment  of  Southern’s  certifi¬ 
cate  so  as  to  authorize  service  over  a  new 
segment  between  Columbus,  Ga.,  and 
Birmingham,  Ala.,  via  the  intermediate 
point  Auburn-Opelika,  Ala.,  Docket  No. 
5522. 

(m)  Amendment  of  the  certificates  of 
Southern,  Capital  Airlines,  Inc.,  Delta 
Air  Lines,  Inc.,  and/or  Eastern  so  as  to 
provide  scheduled  air  transportation  to 
Gainesville,  Ga.,  Docket  No.  3769. 

(n)  Scheduled  air  transportation 
service  to  Dublin,  Ga.,  Docket  No.  4885. 

2.  Are  the  above-named  carriers  fit, 
W’illing,  and  able  to  provide  the  air 
transportation  proposed? 

For  further  details  of  the  issues  in¬ 
volved  in  this  proceeding,  interested  per¬ 
sons  are  referred  to  the  applications  and 
amendments  thereto,  the  prehearing 
conference  report,  petitions,  motions,  in¬ 
vestigations,  and  orders  entered  in  the 
proceeding,  all  of  which  are  on  file  with 
the  Civil  Aeronautics  Board. 

Notice  is  further  given  that  any  i^rson 
other  than  parties  of  record  desiring  to 
be  heard  in  this  proceeding  should  file 
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with  the  Board,  on  or  before  May  27, 
1952,  a  statement  setting  forth  such 
relevant  propositions  of  fact  or  law  on 
which  he  desires  to  be  heard. 

Dated  at  Washington,  D.  C.,  May  6, 
1952. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  Francis  W.  Brown, 

Chief  Examiner. 

|F.  H.  Doc>  52-5252;  Filed,  May  9,  1952; 
8:53  a.  m.) 

ECONOMIC  STABILIZATION 
AGENCY 

Office  of  Price  Stabilization 

[Region  VIII.  Redelegatlon  of  Authority  34] 
Directors  or  District  Offices,  Region 

vm 

eedelecation  or  authority  to  make 

EXEMPT  PURCHASES  OF  LIVE  CATTLE  UNDER 
SECTION  6  OF  CPR  23 

By  virtue  of  the  authority  vested  In  me 
as  Director  of  Regional  OflBce  of  Price 
Stabilization.  Region  VIII.  pursuant  to 
Delegation  of  Authority  No.  63,  dated 
April  17,  1952  (17  P.  R.  3471),  this  re¬ 
delegation  of  authority  is  hereby  issued. 

1.  Authority  to  act  under  section  6 
of  CPR  23.  Authority  is  hereby  redele¬ 
gated  to  the  District  Directors.  Office  of 
Price  Stabilization.  Region  Vin,  to  take 
appropriate  action  under  section  6  of 
CPR  23.  All  actions  taken  by  field 
offices  under  section  6  of  CPR  23,  pre¬ 
vious  to  this  authority,  are  hereby  con¬ 
firmed  and  validated. 

This  redelegation  of  authority  shall 
take  effect  as  of  April  21,  1952. 

Joseph  Robbie,  Jr., 
Regional  Director,  Region  VIII. 

May  7,  1952. 

[F.  R.  Doc.  62-5240;  Piled,  May  7,  1052; 
4:25  a.  m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-2763] 

Charles  C.  Harrison,  3d,  et  al. 
NoncE  of  filing  of  application  with 

RESPECT  TO  ACQUISITION  OF  PREFERRED 

STOCK  OF  EXEMPT  PUBLIC  UTIUTY  HOLD¬ 
ING  COMPANY 

May  6,  1952. 

In  the  matter  of  Charles  C.  Harrison, 
3d,  David  B.  Sharp,  Jr.,  and  Robert  E. 
Daffron.  Jr. ;  File  No.  70-2763. 

Notice  is  hereby  given  that  Charles 
C.  Harrison,  3d,  David  B.  Sharp,  Jr.,  and 
Robert  E.  Daffron,  Jr.,  have  filed  an  ap¬ 
plication  with  this  Commission  pursuant 
to  sections  9  (a)  (2)  and  10  of  the  Public 
Utility  Holding  Company  Act  of  1935 
with  respect  to  the  proposed  acquisition 
of  shares  of  the  outstanding  preferred 
stock  of  Chesapeake  Utilities  Corpora¬ 
tion  (“Chesapeake”). 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than  May 
16,  1952  at  5:30  p.  m.,  e.  d.  s.  t.,  request 
the  Commission  in  writing  that  a  hear¬ 
ing  be  held  on  such  matter,  stating  the 


nature  of  his  Interest,  the  reason  for 
such  request  and  the  issues,  if  any.  of 
fact  or  law  raised  by  said  application 
proposed  to  be  controverted,  or  may  re¬ 
quest  that  he  be  notified  if  the  Commis¬ 
sion  should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange 
Commission,  425  Second  Street  NW., 
Washington  25,  D.  C.  At  any  time  after 
May  16. 1952,  at  5:30  p.  m.,  e.  d.  s.  t.,  said 
application,  as  filed  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act,  or  the  Commission  may 
exempt  such  transactions  as  provided 
in  Rules  U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  are  summarized  as  follows; 

Applicants  propose  to  acquire  an  in¬ 
direct  interest  in  50  shares  of  5  Percent 
Cumulative  Preferred  Stock  of  Chesa¬ 
peake,  a  holding  company  which  claims 
exemption  pursuant  to  Rule  U-9,  through 
the  purchase  of  said  stock  by  Harrison  & 
Co.  from  Mary  Callery  for  a  cash  con¬ 
sideration  of  $5,000,  being  the  aggregate 
par  value  of  such  stock  and  the  cost 
thereof  to  said  Mary  Callery.  Harrison 
&  Co.,  an  investment  banking  firm,  is  a 
partnership  of  which  applicants  are  the 
general  partners  and  which  presently 
holds  100  shares  (10  percent)  of  the  out¬ 
standing  preferred  stock  of  Chesapeake. 
Applicants  now  own,  in  the  aggregate, 
13,000  shares  (50  percent)  of  the  out¬ 
standing  common  stock  of  Chesapeake 
and  Mary  Callery  owns  900  shares  (90 
percent)  of  the  preferred  and  11,000 
shares  (42.3  percent)  of  the  common 
stocks  of  Chesapeake  now  outstanding. 
The  remaining  2,000  shares  of  outstand¬ 
ing  common  stock  of  Chesapeake  are 
owned  by  two  individuals,  one  of  whom 
is  an  officer  and  director  of  Chesapeake 
and  both  of  whom  are  officers  and  direc¬ 
tors  of  Chesapeake’s  three  gas  utility 
subsidiaries.  Upon  consummation  of 
the  proposed  transactions  the  invest¬ 
ment  of  Harrison  &  Co.,  in  the  preferred 
stock  of  Chesapeake  will  be  increased  to 
15  percent  and  that  of  Mary  Callery  will 
be  reduced  to  85  percent  of  the  aggregate 
number  of  outstanding  shares  of  such 
stock. 

Applicants  represent  that  no  finders 
fee  or  commissions  are  to  be  paid  in  con¬ 
nection  with  this  transaction  and  the 
only  expenses  to  be  incurred  are  stock 
transfer  taxes  and  the  fee  and  expenses 
of  counsel.  Applicants  further  represent 
that  no  State  commission  nor  any  Fed¬ 
eral  regulatory  agency  other  than  this 
Commission  has  any  jurisdiction  over  the 
proposed  transactions. 

Applicants  request  that  the  Commis¬ 
sion’s  order  herein  become  effective 
forthwith  upon  issuance. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBoIS, 

Secretary. 

(F.  R.  Doc.  52-5217;  Filed,  May  9,  1952; 

8:46  a.  m.J 


[File  No.  70-2817] 

Alabama  Gas  Corp. 

ORDER  GRANTING  APPLICATION  WITH  RESPECT 

TO  ISSUANCE  AND  SALE  AT  COMPETITIVE 

BIDDING  OF  FIRST  MORTGAGE  BONDS 

May  6,  1952. 

Alabama  Gas  Corporation  (“Ala¬ 
bama”)  ,  a  subsidiary  of  Southern 
Natural  Gas  Company  (“Southern”),  a 
registered  holding  company  having  filed 
an  application  and  amendments  thereto 
pursuant  to  section  6  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935 
(“act”)  and  Rule  U-50  of  the  rules  and 
regulations  promulgated  thereunder 
with  respect  to  the  following  proposed 
transactions : 

Alabama  proposes  the  Issuance  and 
sale  at  competitive  bidding  of  $4,000,000 
principal  amount  of  its  First  Mortgage 

Bonds _ percent  Series  C  due  1971. 

The  interest  rate  (which  will  be  a  multi¬ 
ple  of  Vs  of  1  percent)  and  the  price 
(exclusive  of  accrued  interest)  which 
will  be  paid  Alabama  for  the  new  bonds 
will  be  fixed  by  proposals  to  be  invited 
by  Alabama.  The  redemption  price  or 
prices  will  likewise  be  fixed  by  such  pro¬ 
posals.  The  proceeds  from  the  sale  of 
the  new  bonds  are  to  be  used  to  pay  for 
the  future  construction  of  additions  to 
Alabama’s  gas  distribution  system  and 
to  reimburse  its  treasury  for  expendi¬ 
tures  previously  made  for  the  construc¬ 
tion  of  additions. 

The  proposed  issuance  and  sale  of  First 
Mortgage  Bonds  has  been  approved  by 
the  Alabama  Public  Service  Commission. 

Due  notice  having  been  given  of  the 
filing  of  the  application  and  a  hearing 
not  having  been  requested  of  or  ordered 
by  the  Commission:  and  the  Commission 
finding  that  the  applicable  provisions  of 
the  act  and  rules  promulgated  there¬ 
under  are  satisfied  and  that  no  adverse 
findings  are  necessary  and  deeming  it 
appropriate  in  the  public  interest  and 
in  the  interest  of  investors  and  consum¬ 
ers  that  said  application,  as  amended,  be 
granted: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  act 
that  said  application,  as  amended,  in¬ 
cluding  the  request  that  the  bidding 
period  be  shortened  to  6  days,  be,  and 
hereby  is,  granted,  effective  forthwith, 
subject  to  the  terms  and  conditions 
prescribed  in  Rule  U-24  and  subject  to  the 
further  condition  that  the  proposed  sale 
of  bonds  shall  not  be  consummated  until 
the  results  of  competitive  bidding  shall 
have  been  made  a  matter  of  record  in  this 
proceeding  and  a  further  order  shall  have 
been  entered  by  this  Commission  in  the 
light  of  the  record  so  completed  which 
order  may  contain  such  further  terms 
and  conditions  as  may  then  be  deemed 
appropriate. 

It  is  further  ordered.  That  Jurisdiction 
be,  and  the  same  hereby  is.  reserved  over 
all  fees  and  expenses  to  be  incurred  in 
connection  with  the  proposed  transac¬ 
tions. 

By  the  Commission. 

[seal]  Oval  L.  DuBois, 

Secretary. 

]F.  R.  Doc.  52-5218;  Filed.  May  9,  1952; 

8:46  a.  m.j 
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NOTICES 


FEDERAL  POWER  COMMISSION 

(Docket  No.  0-1012] 

Texas  Eastern  Transmission  Corp. 

NOTICE  OF  APPLICATION  FOR  MODIFICATION 
OF  FINDING  OF  CERTIFICATE  ORDER 

May  5.  1952. 

Take  notice  that  on  April  21,  1952 
Texas  Eastern  Transmission  Corpora¬ 
tion  (Applicant),  a  Delaware  corpora¬ 
tion  with  its  principal  place  of  business 
at  Shreveport,  Louisiana,  filed  an  appli¬ 
cation  with  the  Commission  for  the 
modification  of  Finding  (5)  subpara¬ 
graph  (b)  of  the  order  accompanying 
the  Commission’s  Opinion  No.  206  is¬ 
sued  February  27,  1951  at  D<x;ket  No. 
G-1012. 

Applicant  states  that  under  paragraph 
(b)  of  the  order  Applicant  was  author¬ 
ized  to  construct  and  oi>erate  the  facili¬ 
ties  described  in  Finding  (5)  of  said 
order,  and  that  subparagraph  (b)  of  said 
Finding  (5)  listed  13  compressor  sta¬ 
tions  with  an  aggregate  of  96,400  horse¬ 
power  proposed  to  be  constructed  by 
Applicant,  and  identified  by  station 
number,  location  and  installed  horse¬ 
power.  Under  Applicant’s  proposed 
modification  subparagraph  (b)  would 
list  12  stations  with  an  aggregate  of 
102,540  horsepower. 

Applicant  further  states  that  Stations 
No.  23  and  25  listed  in  subparagraph  (b) 
are  not  scheduled  for  construction  until 
1953  and  1954  and  that  there  has  been 
no  revision  of  these  two  compressor 
stations.  Its  request  for  modification 
therefor  is  limited  to  the  remaining 
eleven  stations  listed,  having  an  aggre¬ 
gate  of  78,900  horsepower.  Of  this  total 

46.400  horsepower  was  to  be  on  the  new 
30-inch  pipeline  and  32,500  horsepower 
on  the  Applicant’s  existing  pipelines  esist 
of  Station  No.  20. 

Applicant  states  that  its  evidence  at 
Docket  No.  Gr-1012  with  respect  to  com¬ 
pressor  facilities  was  based  on  prelim¬ 
inary  investigations  and  studies  made, 
the  results  and  conclusions  of  which 
were  subject  to  modification  required  by 
subsequent  events  including  more  de¬ 
tailed  investigations,  the  actual  selection 
of  compression  units,  negotiations  for 
electric  power,  and  other  relevant 
factors. 

As  a  result  of  these  factors.  Applicant 
states  that  it  was  able  to  combine  at  one 
station  the  compression  facilities  orig¬ 
inally  planned  for  installation  at  two  lo¬ 
cations  and  the  resulting  ten  stations,  as 
finally  planned  or  constructed,  will  have 
an  aggregate  of  85,040  horsepower,  of 
which  79,760  horsepower  has  been  or  is 
being  installed.  Of  the  total  of  85,040 
horsepower  constructed  or  planned, 
53,800  horsepower  will  be  on  the  new  30- 
inch  line  and  31,240  horsepower  will  be  on 
the  existing  pipelines.  Of  the  increase  of 

7.400  horsepKJwer  now  proposed  on  the 
new  30-inch  line,  6,760  horsepwwer  is  rep¬ 
resented  by  standby  units  at  Stations  Nos. 
1.  7.  and  11. 

With  respect  to  the  ten  stations  as 
actually  planned  or  constructed  in  1952, 
Applicant  states  that  the  estimates  of 
capital  costs  are  $20,062,500  and  annual 
oi)erating  and  maintenance  expienses  are 
$2,201,700.  Estimated  annual  fixed 
charges  on  capital  costs  with  respect  to 


the  stations  as  finally  planned  or  con¬ 
structed  are  $3,123,700.  Applicant  rep¬ 
resents  that,  in  its  opinion  and  based  on 
operating  conditions  reasonably  to  be  ex¬ 
pected,  the  cost  of  service  with  the  fa¬ 
cilities  as  finally  planned  or  constructed 
will  be  less  than  if  the  facilities  as  pre¬ 
sented  in  Docket  No.  G-1012  had  been 
constructed  as  authorized. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Washington  25,  D.  C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CPR  1.8  or  1.10)  on  or  before  the 
26th  day  of  May  1952.  The  application 
for  modification  of  finding  of  certificate 
order  is  on  file  with  the  Commission  for 
public  inspection. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.  R.  Doc.  62-5215;  Piled,  May  9,  1952; 

8:45  a.  m.] 


(Docket  No.  Q-19371 
Panhandle  Eastern  Pipe  Line  Co. 

NOTICE  OF  APPLICATION 

May  5,  1952. 

Take  notice  that  on  April  14, 1952  Pan¬ 
handle  Eastern  Pipe  Line  Company  (Ap¬ 
plicant)  ,  a  Delaware  corporation  with  its 
principal  place  of  business  at  1221  Balti¬ 
more  Avenue,  Kansas  City  6,  Missouri, 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity  pur¬ 
suant  to  section  7  of  the  Natural  Gas  Act 
authorizing  the  operation  of  lateral  pipe¬ 
lines  constructed  by  Indiana  Gas  &  Water 
Company,  Inc.,  paralleling  Applicant’s 
existing  lateral  pipelines  to  Crawfords- 
ville  and  Lebanon,  Indiana,  respectively. 

Applicant  states  that  under  the  provi¬ 
sions  of  a  service  agreement  dated  July 
10,  1951,  entered  into  between  it  and  In¬ 
diana  Gas.  the  latter  company  has  the 
right  to  build,  at  its  own  cost  and  ex¬ 
pense,  lateral  pipelines  paralleling  Appli¬ 
cant’s  existing  lateral  pipelines  referred 
to  above.  Applicant  also  states  that  it 
has  entered  into  a  written  agreement, 
dated  February  20,  1952,  with  Indiana 
Gas  providing  for  the  operation  and 
maintenance  of  the  lateral  pipelines  so 
constructed  by  Indiana  Gas.  Under  the 
operation  and  maintenance  agreement 
Indiana  Gas  will  pay  Applicant  annual 
charges  of  $1,540  with  respect  to  the 
Crawfordsville  lateral  and  $750  with 
respect  to  the  Lebanon  lateral. 

Applicant  further  states  that  it  is  in  a 
position  to  operate  and  maintain  Indiana 


Gas’  new  lateral  pipelines  at  a  cost  much 
less  than  the  latter  itself  would  be  able 
to  provide  such  services,  and  that  it  is 
desirable  that  Applicant’s  existing  later¬ 
als  to  Crawfordsville  and  Lebanon  as  well 
as  those  of  Indiana  Gas  be  operated  by 
the  same  organization  for  the  ma.ximum 
utilization  of  both  facilities. 

In  connection  with  these  proposed 
transactions.  Applicant  also  requests  au¬ 
thority  to  dispose  of  by  sale  to  Indiana 
Gas  at  cost  certain  facilities  subject  to 
the  jurisdiction  of  the  Commission.  Ap¬ 
plicant  states  that  the  service  agreement 
between  the  parties  provide  that  Appli¬ 
cant  shall  undertake  to  relocate  its 
measuring  and  regulating  stations  for 
Crawfordsville  and  Lebanon,  and  that 
it  is  presently  building  a  new  measuring 
and  regulating  station  at  Crawfords¬ 
ville  in  replacement  of  the  old  Craw¬ 
fordsville  measuring  station,  which  sta¬ 
tion  is  to  be  located  at  a  point  south  of 
the  old  station.  Applicant  further 
states  that  it  is  relocating  the  Lebanon 
measuring  and  regulating  station  to  a 
point  south  of  Lebanon.  Pursuant  to  an 
agreement  dated  April  2, 1952,  Applicant 
has  agreed  to  sell  to  Indiana  Gas  the  fa¬ 
cilities  owned  by  Applicant  north  of  such 
new  and  relocated  measuring  stations  at 
a  total  cost  of  $53,719. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Washington  25,  D.  C.,  in  accord¬ 
ance  with  the  rules  of  practice  and  pro¬ 
cedure  (18  (7FR  1.8  or  1.10)  on  or  before 
the  26th  day  of  May  1952.  The  applica¬ 
tion  is  on  file  with  the  Commission  for 
public  inspection. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

(F.  R.  Doc.  62-5216;  Piled,  May  9,  1952; 

8:46  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Change  List  No.  1] 

Cuban  Broadcast  Stations 

NOTIFICATION  OF  NEW  STATIONS,  LIST  OF 
CHANGES,  MODIFICATIONS  AND  DELETIONS 
OF  EXISTING  STATIONS 

March  7,  1952. 

Notifications  of  new  Chiban  radio  sta¬ 
tions,  and  of  changes,  modifications  and 
deletions  of  existing  stations,  in  accord¬ 
ance  with  part  III,  section  F,  of  the 
North  American  Regional  Broadcasting 
Agreement,  Washington,  D.  C.,  1950. 


RKPCBUC  Of  CCBA 


1 

Call  letters 

1  "  "  "  ' 

Location 

Power  (kw) 

Antenna 

Schedule 

Class 

Projvi'spd 
date  of  clumge 
or  ooni- 
mencemont 
of  oi)eration 

CMJQ . 

CMJQ . 

Nuevitaa,  Camagucy  (P.  0. 

1580  kc,  0.25  kw,  ND). 
Nuevitas,  Camaguey........ 

1300  kilocycles  0.25 . 

1,580  kilocycles  (delete 
assignment). 

ND 

U 

IV 

Mar.  Us  1952 

Federal  Communications  Commission, 
[seal]  T.  J.  Slowie, 

Secretary. 

(P.  R.  Doc.  52-5249;  Filed,  May  9,  1952;  8:53  a.  m.] 


r 


Saturday,  May  10,  1952 


FEDERAL  REGISTER 


(Change  List  No.  2] 

Cuban  Broadcast  Stations 

hotification  or  new  stations,  list  or  changes,  modifications  and  deletions  or 

EXISTING  STATIONS 

March  7,  1952. 

Notifications  of  new  Cuban  radio  stations,  and  of  changes,  modifications  and 
deletions  of  existing  stations,  in  accordance  with  part  III,  section  F.  of  the  North 
American  Regional  Broadcasting  Agreement,  Washington,  D.  C.,  1950, 


Ripublic  Of  Cuba 


Call  letters 

Locatioa 

Power  (kw) 

Antenna 

Schedule 

Class 

Proposed 
date  of  change 
or  com¬ 
mencement 
of  operation 

CMUX . 

Cienfuegos,  Las  Villas  (P.  0. 
Santa  Clara  0.25  kw,  ND). 

1,480  kilocycles  0.25 . 

ND 

U 

IV 

Nov.  14, 1952 

Federal  Communications  Commission, 
[seal]  T.  J.  Slowie. 

Secretary. 


[F.  R.  Doc.  52-5250;  Filed,  May  9,  1952;  8:53  a.  m.] 


[Change  List  No.  145] 

Mexican  Broadcast  Stations 

LIST  or  CHANGES,  PROPOSED  CHANGES  AND  CORRECTIONS  IN  ASSIGNMENTS 

March  14,  1952. 

Notification  under  the  provisions  of  part  III,  section  2,  of  the  North  American 
Regional  Broadcasting  Agreement. 

List  of  changes,  proposed  changes,  and  corrections  in  assignments  of  Mexican 
Broadcast  Stations  modifying  appendix  containing  assignments  of  Mexican  Broad¬ 
cast  Stations  (Mimeograph  4721-6)  attached  to  the  recommendations  of  the  North 
American  Regional  Broadcasting  Agreement  Engineering  Meeting,  January  30,  1941, 

Mexico 


Call 

letters 

Location 

Power  (kw) 

Sched¬ 

ule 

Class 

Probable 
date  to 
commence 
operation 

XEBM . 

San  Luis  Potosi,  San  Luis  Po- 
tosi. 

920  kilocylces,  IN  5D  (increase  in 
daytime  power.) 

U 

III-B 

May  30, 1952 

XEQR . 

Mexico,  D.  F _ ...... _ .... 

10.30  kilocycles,  50  DA-N  (increase 
in  power). 

U 

11 

Do, 

Federal  Communications  Commission, 
[seal]  T.  J.  Slowie, 

Secretary. 


[F.  R.  Doc.  52-5251;  Filed,  May  9,  1952  ;  8:53  a.  m.] 


INTERSTATE  COMMERCE 
COMMISSION 

[4th  Sec.  Application  27031] 

Grain  From  Points  in  Iowa  and  Missouri 
TO  Gulf  Ports 

APPLICATION  FOR  RELIEF 

May  7,  1952. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Piled  by:  L.  E.  Kipp,  Agent,  for  car¬ 
riers  parties  to  the  schedule  listed  below. 

Commodities  involved:  Grain,  grain 
products,  and  related  articles,  carloads. 

Prom:  Points  in  Iowa  and  Missouri. 

To:  Gulf  ports  (for  export). 

Grounds  for  relief:  Competition  with 
rail  carriers  and  circuitous  routes. 

Schedules  filed  containing  proposed 
rates:  CB&Q  RR.  tariff  I.  C.  C.  No. 
20334,  Sup.  3. 


Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commis¬ 
sion  in  writing  so  to  do  within  15  days 
from  the  date  of  this  notice.  As  pro¬ 
vided  by  the  general  rules  of  practice 
of  the  Commission,  Rule  73,  persons 
other  than  applicants  should  fairly  dis¬ 
close  their  interest,  and  the  position, 
they  intend  to  take  at  the  hearing  with 
respect  to  the  application.  Otherwise 
the  Commission,  in  its  discretion,  may 
proceed  to  investigate  and  determine 
the  matters  involved  in  such  application 
without  further  or  formal  hearing.  If 
because  of  an  emergency  a  grant  of  tem¬ 
porary  relief  is  found  to  be  necessary  be¬ 
fore  the  expiration  of  the  15-day  period, 
a  hearing,  upon  a  request  filed  within 
that  period,  may  be  held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  52-5229;  Filed,  May  9.  1952; 

8:47  a.  m.] 


4311 

[4th  Sec.  Application  27032] 

Fibreboard  Wrappers  for  Packing  From 

Points  in  Arkansas,  Louisiana,  Okla¬ 
homa,  AND  Texas  to  Points  in  South¬ 
ern,  Official  and  Other  Territories 

APPUCATION  for  RELIEF 

May  7.  1952. 

The  Commission  is  In  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Piled  by:  F.  C.  Kratzmeir,  Agent,  for 
carriers  parties  to  his  tariffs  I.  C.  C.  Nos. 
3895,  3945,  and  3959. 

Commodities  involved:  Wrappers,  for 
packing,  fibreboard,  pulpboard,  or  straw- 
board,  carloads. 

Prom:  Points  in  Arkansas,  Louisiana, 
Oklahoma,  and  Texas. 

To:  Points  in  southern,  official,  and 
other  territories. 

Grounds  for  relief:  Competition  with 
rail  carriers,  circuitous  routes,  and  to 
maintain  grouping. 

Schedules  filed  containing  proposed 
rates:  F.  C.  Kratzmeir,  Agent,  I.  C.  C. 
No.  3945,  Supp.  28.  F.  C.  Kratzmeir, 
Agent,  I.  C.  C.  No.  3959.  Supp.  10.  F.  C. 
Kratzmeir,  Agent,  I.  C.  C.  No.  3895, 
Supp.  23. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commis¬ 
sion  in  writing  so  to  do  within  15  days 
from  the  date  of  this  notice.  As  pro¬ 
vided  by  the  general  rules  of  practice  of 
the  Commission,  Rule  73,  persons  other 
than  applicants  should  fairly  disclose 
their  interest,  and  the  position  they  in¬ 
tend  to  take  at  the  hearing  with  respect 
to  the  application.  Otherwise  the  Com¬ 
mission,  in  its  discretion,  may  proceed 
to  investigate  and  determine  the  matters 
involved  in  such  application  without  fur¬ 
ther  or  formal  hearing.  If  because  of  an 
emergency  a  grant  of  temporary  relief  is 
found  to  be  necessary  before  the  expira¬ 
tion  of  the  15-day  period,  a  hearing,  upon 
a  request  filed  within  that  period,  may 
be  held  subsequently. 

By  the  Commission,  Division  2. 

[SEAL]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  52-5230;  Filed.  May  9.  1952; 

8:47  a.  m.] 


[4th  Sec.  Application  27033] 

Crude  Rubber  From  Points  in  Texas  and 
Louisiana  to  Huntington,  W.  Va. 

APPLICATION  FOR  RELIEF 

May  7.  1952. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Piled  by:  P.  C.  Kratzmeir,  Agent,  for 
carriers  parties  to  his  tariffs  I.  C.  C. 
Nos.  3906  and  3967. 

Commodities  involved:  Rubber,  arti¬ 
ficial,  synthetic  or  neoprene,  crude,  car¬ 
loads. 


4312 


NOTICES 


From :  Baytown,  Borger,  Houston,  and 
Port  Neches,  Tex.,  Lake  Charles  and  West 
Lake  Charles.  La. 

To:  Huntington,  W.  Va. 

Grounds  for  relief:  Competition  with 
rail  carri§rs,  circuity,  and  to  apply  over 
short  tariff  routes  rates  constructed  on 
the  basis  of  the  short  line  distance 
formula. 

Schedules  filed  containing  proposed 
rates:  P.  C.  Kratzmeir,  Agent,  I.  C.  C.  No. 
3906,  Supp.  116  P,  C.  Kratzmeir,  Agent, 
L  C.  C.  No.  3967,  Supp.  112. 

Any  Interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  15  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com¬ 
mission,  Rule  73,  persons  other  than 
applicants  should  fairly  disclose  their 
interest,  and  the  position  they  intend  to 
take  at  the  hearing  with  respect  to  the 
application.  Otherwise  the  Commission, 
in  its  discretion,  may  proceed  to  in¬ 
vestigate  and  determine  the  matters  in¬ 
volved  in  such  application  without 
further  or  formal  hearing.  If  because 
of  an  emergency  a  grant  of  temporary 
relief  is  found  to  be  necessary  before  the 
expiration  of  the  15-day  period,  a  hear¬ 
ing,  upon  a  request  filed  within  that 
period,  may  be  held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

IF.  R.  Doc.  52-5231;  Filed,  May  9.  1952; 

8:47  a.  zn.l 


1 4th  Sec.  Application  27034] 

CRiniE  Rubber  From  Texas  and  Louisiana 
TO  Colorado 

appucation  for  relief 

May  7,  1952. 

The  Commission  is  in  receipt  of  the 
Above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Piled  by:  P.  C.  Kratzmeir,  Agent,  for 
carriers  parties  to  his  tariff  I.  C.  C.  No. 
8886. 

Commodities  involved:  Rubber,  arti¬ 
ficial.  synthetic  or  neoprene,  crude,  car¬ 
loads. 

From:  Specified  points  in  Texas  and 
Louisiana. 

To:  Littleton,  Denver,  Derby,  Ladora, 
and  Roydale,  Colo. 

Grounds  for  relief:  Competition  with 
rail  carriers,  circuity,  and  to  apply  over 
short  tariff  routes  rates  constructed  on 
the  basis  of  the  short  line  distance 
formula. 

Schedules  filed  containing  proposed 
rates:  P.  C.  Kratzmeir,  Agent,  I.  C.  C. 
No.  3886,  Supp.  58. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  15  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com¬ 
mission,  Rule  73,  persons  other  than 


applicants  should  fairly  disclose  their  in¬ 
terest,  and  the  position  they  intend  to 
take  at  the  hearing  with  respect  to  the 
application.  Otherwise  the  Commission, 
in  its  discretion,  may  proceed  to  inves¬ 
tigate  and  determine  the  matters 
involved  in  such  application  without  fur¬ 
ther  or  formal  hearing.  If  because  of  an 
emergency  a  grant  of  temporary  relief  is 
found  to  be  necessary  before  the  expira¬ 
tion  of  the  15-day  period,  a  hearing, 
upon  a  request  filed  within  that  period, 
may  be  held  subsequently. 

By  the  Commission,  Division  2. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  52-5232;  Filed,  May  9.  1952; 

8:47  a.  in.] 


(4th  Sec.  Application  27035] 

Class  and  Commodity  Rates  Prom  and  to 
Sandow,  Tex. 

application  for  relief 

May  7.  1952. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica. 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Piled  by:  P.  C.  Kratzmeir,  Agent,  for 
carriers  parties  to  schedules  listed  below. 

Involving :  Class  and  commodity  rates. 

Between:  Sandow,  Tex.,  and  points  in 
official,  southern,  southwestern,  western 
trunkline,  and  Illinois  territories,  and 
adjacent  points. 

Grounds  for  relief:  Rail  competition, 
circuity,  grouping,  and  new  station  on 
Rockdale,  Sandow  and  Southern  Rail¬ 
road  Company. 

Schedules  filed  containing  proposed 
rates:  F.  C.  Kratzmeir,  Agent.  I.  C.  C. 
No.  3443,  Supp.  170.  P.  C.  Kratzmeir, 
Agent,  I.  C.  C.  No.  3955,  Supp.  8.  F.  C. 
Kratzmeir,  Agent,  I.  C.  C.  No.  3586,  Supp. 
123.  F.  C.  Kratzmeir,  Agent,  I.  C.  C.  No. 
3983,  Supp.  6.  F.  C.  Kratzmeir,  Agent, 
I.  C.  C.  No.  3866,  Supp.  20. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
In  writing  so  to  do  within  15  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com¬ 
mission,  Rule  73.  persons  other  than  ap- 
plicants  should  fairly  disclose  their  in. 
terest,  and  the  position  they  intend  to 
take  at  the  hearing  with  respect  to  the 
application.  Otherwise  the  Commis¬ 
sion,  in  its  discretion,  may  proceed  to 
Investigate  and  determine  the  matters 
Involved  in  such  application  without  fur¬ 
ther  or  formal  hearing.  If  because  of  an 
emergency  a  grant  of  temporary  relief  is 
found  to  be  necessary  before  the  expira¬ 
tion  of  the  15-day  period,  a  hearing,  upon 
a  request  filed  within  that  period,  may  be 
held  subsequently. 

By  the  Commission,  Division  2. 

[SEAL]  W.  P.  Bartel, 

Secretary. 

(F.  R.  Doc.  52-5233;  Filed,  May  9,  1952; 

8:48  a.  m.J 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Katharina  Oppenheim 

notice  of  intention  to  return 
VESTED  property 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act  as 
amended,  notice  is  hereby  given  of  in¬ 
tention  to  return,  on  or  after  30  days 
from  the  date  of  the  publication  hereof, 
the  following  property,  subject  to  any 
Increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Katharina  Oppenheim,  a/k/a  Kattarina  or 
"Kitty”  Oppenheim,  Gmund,  Germany, 
Claim  No.  41928;  $10,176.23  in  the  Treasury 
of  the  United  States. 

The  following  securities  presently  In  the 
custody  of  the  Safekeeping  Department  of 
the  Federal  Reserve  Bank  of  New  York:  17 
shares  of  Louisville  &  Nashville  Railroad 
Company  $50.00  par  value  Capital  Stock.  33 
shares  of  Delaware  Power  &  Light  Company 
$13.50  par  value  Common  Stock.  167  shares 
of  Philadelphia  Electric  Company  no  par 
value  Common  Stock.  17  shares  of  Air  Re¬ 
duction  Company,  Inc.,  no  par  value  Com¬ 
mon  Stock.  17  shares  of  Socony  Vacuum 
Oil  Company,  Inc.,  $15.00  par  value  Capital 
Stock.  13  shares  of  J.  C.  Penny  Company, 
no  par  value  Common  Stock.  7  shares  of 
American  Tobacco  Company  $25.00  par  value 
B  Common  Stock.  19  shares  of  Armstrong 
Cork  Company  no  par  value  $3.75  cumula¬ 
tive  Series  A  Preferred  Stock,  33  shares  of 
Public  Service  Electric  &  Gas  Company  of 
New  Jersey,  no  par  value  Common  Stock.  3 
shares  of  South  Jersey  Gas  Company  $5.00 
par  value  Common  Stock.  Three-tenths 
shares  of  South  Jersey  Gas  Company  of  New 
Jersey  $5.00  par  value  Common  Stock  (frac¬ 
tional  scrip). 

An  undivided  one-third  Interest  in  prop¬ 
erty  presently  in  custody  of  the  Fidelity- 
Phlladelphia  Trust  Company,  135  South 
Broad  Street,  Philadelphia  9,  Pennsylvania, 
pursuant  to  an  agency  agreement  entered 
into  by  and  between  the  Office  of  Allen  Prop¬ 
erty  and  Fldellty-Phlladelphla  Trust  Com¬ 
pany  on  April  23,  1947,  which  property  was 
therein  described  as  follows:  $412.66  Part 
Interest  In  Bond  and  Mortgage  on  premises 
located  at  the  S.  E.  corner  of  Duquesne  Way 
and  Evans  Way,  Pittsburgh,  Pennsylvania. 
Two-thirds  interest  In  31  shares  Chicago 
Rwys.  Co.  Part.  Certificate  Series  2  C  D. 
Two-thirds  Interest  in  650  shares  Jim 
Butler  Mining  Co.  27.78/570,000  Participat¬ 
ing  Interest  in  former  mortgage  on  real 
estate  located  at  the  S.  W.  corner  of  17th  St. 
and  The  Parkway,  which  mortgage  has  been 
foreclosed  and  title  taken  in  the  name  of 
Fidellty-Phlladelphla  Trust  Company,  Trus¬ 
tee. 

All  right,  title  and  interest  of  Kattarina 
(Kittle)  Oppenheim  in  and  to  a  trust  created 
under  the  will  of  Katharine  E.  Carter,  de¬ 
ceased. 

Executed  at  Washington,  D.  C.,  on 
May  2,  1952. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 
Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.  R.  Doc.  52-5244;  Filed,  May  9,  1952; 

8:51  a.  m.] 


